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Stories of the Week 


For our money Leonard Smith is 
the finest trumpet player in the 
world. Nor are we alone in this 
belief. Edmond Franko Goldman, in- 
heritor of John Phillips Sousa's 
mantle, thinks sc, too; as do many 
other music critics. 

Furthermore, Smith’s efforts to 
revive national interest in band music 
per se have attained patriotic signi- 
ficance. Next to the Flag, a brass 
band signifies the emotion of Ameri- 
canism better than any other symbol, 
we believe. And Leonard, by develop- 
ing school bands all over our nation, 
deserves some sort of national ac- 
colade. All of which leads up to a 
story. 

On a midwest tour the Leonard 
Smith Band (worthy successor to 
Sousa’s and Pryor’s) performed in a 
small-city park. Third spot on the 
program called for an off-stage 
“echo,” during which another trum- 
peteer was supposed to duplicate the 
belltones of his boss from a spot be- 
hind the band shell. 

Unaccountably, no echo, Leonard 
covered up the omission with a 
fluorish of fancy triple tonguing. 
Later, of course, he investigated. 

Turned out that his off-stage 
cornetist had been arrested by a park 
policeman—for ‘‘preparing” to Dis- 
turb the Peace! 


Gags of the Week 


A vacation is a success if we man- 
age to change the color of circles 
under our eyes from black to tan.— 
Wall Street Journal. 


The trouble with everybody is they 
are trying to find out what the 
trouble is with everybody else. 
Detroit News. 


Ever Cash a Bad Check? 


Air conditioning dealer Lars Han- 
sen admits he was “tooken.” 

Down payment check he accepted 
was (1) forged, (2) dated 1933, and 
(3) written on a bank which folded 
seven years ago. 

Can any reader match that record 
of trustingness ? 


Sports Notes 


Again the good ship Escapade 
grand-slammed all honors in the an- 
nual Port Huron-Mackinac sailing 
race. Skipper Wendell Anderson 
(Bundy Tubing) was assisted ably by 
“the best fresh-water sailor in the 
world,” Ted Coggin (Detroit Con- 
trols). 

Another man from our industry, 
goodfellow Ed Ervasti of Wolverine 
(a casual week-end golfer) was the 
sensation of the 1953 Michigan 
Amateur Golf Tournament. He upset 
three favorites, and blasted his way 
into the final round. 

Lee Saettele (Bally Case & Cooler) 
won the annual Berkshire Invitational 
Golf Tourney. 

Anticlimax: Gregory Taubeneck 
won the checkers championship of 
his summer camp last week. And 
that reminds us: Greg still collects 
post cards avidly. While vacationing, 
good friends of “Inside Dope,” please 
send him post cards from anywhere 
you go. 


Three-D Joke 


Tri-dimensional 
rage currently. And 
haven't adjusted to them 
Case: 

“Madam, I can’t see the show too 
well,” back-poked a viewer. “It would 
be nice if you’d take off your hat.” 

“Sir!” she retorted. “I can't. I'm 
an actress in this 3-D movie!” 

‘Concluded on Page 6, Column 1) 
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Industry and Builders Hit FHA 
Rules on Home Air Conditioning 


WASHINGTON, D. C.— An engi- 
neering bulletin and covering letter 
on residential air conditioning issued 
to its field offices by the Federal 
Housing Administration has drawn 
some criticism from the industry and 
the National Association of Home 
Builders. 

Several points of difference were 
to be taken up in an informal meet- 
ing with FHA officials Friday, July 
31, by George S. Jones, executive vice 
president of Air-Conditioning and Re- 
frigeration Institution and Christian 
O. Christenson, associate director of 
NAHB ’s Research Institute. 

Designated as Mechanical Engi- 
neering Bulletin No. ME-10 setting 
up minimum cooling requirements, 
this bulletin was issued by the Under- 
writing Division of FHA on July 9 
over the name of Curt C. Mack, as- 
sistant commissioner. 

This is a specific guide to FHA 
field offices and should not be con- 
fused with the “criteria’’ (TI-100) 
just sent to all Title 1 lending insti- 
tutions explaining eligibility rules for 
financing of residential air condition- 
ing. This is discussed in another 
story on page 1 of this issue. 

Certain criticisms of the ME-10 
bulletin were voiced at last week's 
conference in New York City between 
representatives of the air condition- 
ing industry and NAHB officials. ( De- 
tails of this conference will appear in 
an early issue of the NEWS.) 

One of the objections raised by 
NAHB is to FHA'’s suggesting to its 
field offices that if there is any ques- 
tion as to the acceptability of the de- 
sign of an air conditioning system, 
an independent engineering firm 
should be called in for consultation, 
Christenson said. 

“What has happened sometimes in 
the past,” he explained, “is that if 
a question arises on the grading, say, 
of a 50-ft. lot, some FHA field offices 
have required an independent sur- 
veyor to be hired. That’s silly, and 
we don’t want it to happen with air 
conditioning, especially in small 
homes.” 

A local or regional association of 
air conditioning contractors, he be- 
lieves, could perform the same serv- 
ices at much less cost. 

“NAHB is in no sense making a 


(Concluded on Page 17, Column 1) 


Harvey Higley of Ansul 
To Head Veterans Affairs 


WASHINGTON, D. C.—-Harvey V. 
Higley, chairman of the board of the 
Ansul Chemical Co., producer of re- 
frigerants and various refrigeration 
products and fire extinguishers, has 
been confirmed as Administrator of 
Veterans Affairs by the U. S. Sen- 
ate. 

In this top Veterans Administra- 
tion job Higley will succeed Carl R. 
Gray, Jr., who resigned. 

A veteran of World War I, Higley 

(Concluded on Page 4, Column 2) 


Nema Refrigerator Sales 
For May Up 20% over 52 


NEW YORK CITY — A total of 
317,667 household refrigerators were 
sold during May by the 18 firms re- 
porting to the National Electrical 
Manufacturers Association, NEMA 
reported recently. 

This was 20% more refrigerators 
than were sold during the same 
month in 1952 but was 13% fewer 
than were sold in April. 

For the first five months of the 


(Concluded on Back Page, Column 2 


WASHINGTON, D. C.—Criteria for 
determining the eligibility of air con- 
ditioning equipment and evaporative 
coolers for Title 1 financing was sent 
to all lending institutions by the Fed- 
eral Housing Agency recently. 

FHA says in its letter (TI-100) 
that to be eligible for Title 1 financ- 
ing: 

“a. The installation must cool the 
living room of the home and at least 
one bedroom. A loan to finance the 
cost of cooling only one room is not 
eligible. 

“b. The cooled air must be dis- 
tributed to the living rooms and bed- 
rooms by a permanently installed 
system of ducts. 

“ce. The cooling unit shall not be 
located within the space being cooled. 

“d. The loan file must contain in- 
formation clearly showing compliance 
with the foregoing requirements. 

“A loan is not eligible for insur- 
ance,"’ continues the FHA letter, “if 
it is for the purpose of financing: 

“a. Window-type air cooling units, 
regardless of design or method of in- 
stallation. 

““b. Self-contained, console, or ‘pack- 
aged’ units designed or installed to 
operate without ducts. 

“ce. The usual type of installation 
in a structure used for commercial, 
industrial, or professional activities, 
since experience indicates that instal- 
lations in structures other’ than 
homes are generally found to be with- 
in the category of trade fixtures and 
therefore not eligible. In the event 
an institution receives an application 
for a loan to finance a commercial 
system which it believes is eligible, 
it may submit the matter to Washing- 
ton with full information including 
plans and specifications.” 

The letter further said: 

“Either the credit application or 


(Concluded on Page 17, Column 1) 


Judge Dismisses Two 


Brooklyn Cases That 
Involved ‘Noisy’ Units 


BROOKLYN, July 30— Two law- 
suits involving complaints against 
owners of room air conditioners be- 
cause the units were ‘“noisy’’ were 
thrown out of court today by Judge 
David Malbin in the Flatbush Magis- 
trate’s Court here. 


Said Judge Malbin in his decision 
dismissing the suits: 

“Normal use of air conditioning is 
not an unreasonable use of one’s own 
property and does not constitute a 
crime, either under the Administra- 
tive Code or under the Penal Code.” 

The lawsuits involved included the 
one brought by Mrs. Esther Gersh- 
berg, whose complaint against her 
neighbor Sam Arkow created consi- 
derable interest and was reported in 
detail in New York newspapers. 
Judge Malbin combined this with an- 
other similar case in today’s hearings. 


FTC Order Hits Parts 
Price Discrimination 


WASHINGTON, D. C.—-Three man- 
ufacturers of spark plugs have been 
ordered by the Federal Trade Com- 
mission to stop what the Commission 
terms discriminatory practices in the 
pricing and sale of spark plugs sold 
to distributors and dealers for re- 
placement purposes. 

The order is considered important 
in establishing the FTC's thinking on 
practices in selling replacement parts. 
Companies named in the cease and 
desist order were General Motors 
Corp., Champion Spark Plug Co., and 
Electric Auto-Lite Co. 

The FTC said it found that the 
manufacturers were selling spark 
plugs, and other parts in the case of 

(Concluded on Page 4, Column 1) 


All Michigan Big Bear Supermarkets 
(26 0f Them) Have Been Air Conditioned 


One of the 45 ‘package’ air conditioners installed in 26 Big Bear food supermarkets in 
Detroit. The Big Bear chain is now completely air conditioned. 


DETROIT—-All of the Big Bear 
chain food markets in Michigan have 
now been air conditioned, reports Sol 
C. Shaye, president of the chain. 

Forty-five Chrysler Airtemp “pack- 
aged” air conditioners, with a com- 
bined cooling capacity of approxi- 
mately 600 tons, have been installed 
in Big Bear's 26 Detroit area stores. 
The complete air conditioning pro- 
gram was engineered and installed by 
the Jentzen-Miller Co. 


Four additional stores, now under 
construction, are being equipped with 
multi-horsepower central-station air 
conditioners. Six more stores, still in 
the planning stages, will include this 
type of installation. In about a year 
from now, Shaye said, the chain will 
have 36 air conditioned markets op- 
erating in the area. 

Air conditioning, said the Big Bear 


chain's president, has proved a pro- 


fitable investment. Increased store 


traffic and larger individual purchases 
have softened the usual drop _ in 
summer food store business which in 
the past was blamed on summer ap- 
petites and vacationing families. Em- 
ploye morale and efficiency has been 
boosted by the comfortable working 
conditions provided by air condition- 
ing. 

In announcing the completion of 
the air conditioning program, Shaye 
declared that “supermarket food mer- 
chandising must keep abreast of pres- 
ent trends. 

“Plenty of open space, functional 
design, airiness, and tasteful furnish- 
ings have made the atmosphere in 
the modern home a cheerful one. 

“Next to her home, the average 
housewife probably spends more 
time shopping in stores than any- 
where else. So, we have tried, within 
the limits of good business, to make 
her shopping atmosphere as pleasant 
as possible.”’ 
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Call For End to 
Excise Taxes or 
“Face Recession’ 


Producers Say Extra Burden 
Is Cutting Sales, Especially 
To Lower Income Groups 


WASHINGTON, D. C.—Represen- 
tatives of manufacturers of clothes 
dryers and ironers, first of a series 
of witnesses seeking repeal of ex- 
cise taxes on appliances in hearings 
before the House Ways and Means 
Committee, warned that “declining 
sales of laundry equipment could 
trigger an explosion which would rock 
the whole appliance field.” 


The hearings were the first held 
in this session of Congress on excise 
taxes. A bill (H.R. 2963) has been 
introduced by Rep. Noah Mason of 
Illinois to kill the excise tax on elec- 
tric ironers and electric and gas 
clothes dryers. However, attempts to 
get relief from the excises faced the 
opposition of Rep. Daniel A. Reed of 
New York, the committee chairman, 
who has expressed the “hope” that 
the committee will not try to report 
out any excise tax relief at this time. 

Congressmen also heard a promise 
from Mort Farr, chairman of the 
NARDA Legislative Committee, that 
if the tax were repealed, manufac- 
turers would attach to their products 
a photograph giving Congress credit 
for the action. He showed the com- 
mittee a copy of the proposed photo- 


(Concluded on Page 4, Column 4) 


[AEL Announces Plans 
For Meeting Aug. 5-8 


NEW YORK CITY — The _Inter- 
national Association of Electrical 
Leagues has announced the program 
for its 18th annual conference to be 
held Aug. 5-8 in the Fairmont hotel, 
San Francisco. 

The conference will get under way 
at 10 a. m. Wednesday, Aug. 5, with 
J. S. C. Ross, chairman of the ex- 
ecutive committee of the Northern 
California Electrical Bureau, welcom- 
ing delegates to San Francisco. R. B. 
Hubbard, IAEL president, will then 
present the keynote address. 


Two other talks are scheduled for 
this session. G. C. Tenney, president 
of McGraw-Hill Co. of California, 
will talk on “The Outlook—Power, 
Appliances, Sales Potentials,” and 


(Concluded on Back Page, Column 1) 


Admiral Raises Prices of 


2 40.In. Ranges $10, $20 


CHICAGO —- Higher material and 
labor costs are reflected in price in- 
creases of $10 and $20 in two 40-in. 
Admiral electric ranges, effective 
Aug. 1, states W. C. Johnson, vice 
president-sales of Admiral Corp. 

The suggested retail price of model 
4CH8 has been increased $10 to 
$369.95, while model 4CH14 with 
double ovens has been raised $20 to 
$419.95. ‘Both models are available 
with rotary roasters for $25 addi- 
tional. Johnson said the recent steel 
price hike was a major factor in the 
company’s decision. Prices of all 
other Admiral ranges are unchanged. 
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AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 3, 1953 


Commercial Frozen Food Exhibit To Be Feature 
Of Frozen Food Locker Convention Sept. 13-16 


CHICAGO — Much emphasis on 
merchandising and sales, especially 
commercial frozen foods, will mark 
the program of the annual National 
Frozen Food Locker Convention to 
be held at the Morrison hotel here 
Sept. 13 to 16. 

Scheduled are talks by William 
Blees, general sales manager of 
Crosley Division of Avco, and John 
Fox, president of Minute Maid, in 
addition to panel discussions entitled 
“A Food Plan for Every Locker 
Plant" and “How to Buy Frozen 
Foods.” 

Latter will feature a frozen food 
packer, broker, distributor, and locker 
operator. 

In addition, there will be open dis- 
cussion periods to take up various 
problems of locker plant operation, 
including refrigeration, smoking and 
curing, slaughtering, processing, 
poultry, locker rentals, and costs. 


‘AVENUE OF BRANDS’ EXHIBITS 
COMMERCIAL PRODUCTS 


A new feature will be an exhibit 
of commercial frozen foods to be 
known as “Avenue of Brands.” 

The National Ham Show will also 
be held during the locker conven- 
tion. 

Entertainment features lined up 
will include a three-hour showing of 
movies one evening, annual banquet, 
and a performance of the famous 
Breakfast Club radio program, all the 
tickets for which have been allotted 
to the locker convention. 

The list of exhibitors who have 


Recently introduced, the new PENN single-pole 
refrigeration control is winning the enthusiastic 
acclaim of refrigeration men everywhere. And, one 
of the big reasons is SNAPFLEX contact action! 


Only PENN has this exclusive contact structure 
which provides “roll-wipe-snap” action on closing 
and opening. Result? No bounce...no closing 
arc... no welding of contacts. What does this mean 


already signed up for space for the 
show includes: 

Frozen Food Center, St. Regis 
Sales Corp., Aluminum Cooking 
Utensil Co., Darling & Co., Admiral 
Corp., Fogel-Freeze, C. Schmidt Co., 
Freezer Queen Products Co., National 
Turkey Federation. 

Ben-Hur Mfg. Co., Dewey & Almy 
Chemical Co., Enrichment Products, 
Morton Salt Co., Griffith Laboratories, 
Inc., Cube Steak Machine Co., Plastry 
Corp., John Sexton & Co. 

Philco Corp., Crown Cork Specialty 
Corp., Midwest Metal Stamping Co., 
Hotpoint, Inc., Mystik Adhesive Prod- 
ucts, Interstate Folding Box Co., the 
Dupps Co., B. Heller & Co., Yorkville 
Paper Co., United Refrigerator Co., 
Kalamazoo Vegetable Parchment Co., 
U. S. Slicing Machine Co. 

Republic Molding Corp., Koch 
Supplies, Como Plastic, Inc., Rogers 
Plastic Corp., Bendix Home Ap- 
pliances, Sealright, Inc., Howard Mfg. 
Co., Crosley Div., Avco, 

Victor Products Corp., Nash-Kelvi- 
nator Corp., the Kemper-Thomas Co., 
Twin A. A. Cutlery, Cochran Foil 
Products Co., International Harvester, 
Marathon Corp., D. R. Card, Marion 
Glass Mfg. Co., Gibson Refrigerator 
Co., Kordite Corp., Mehl Mfg. Co. 

Reynolds Metals Co., Container 
Corp. of America, Pickwick Co., Sub- 
Zero Freezer Co., Inc., Norge Div. 
of Borg-Warner, [Industrial Tape 
Corp., Cincinnati Butchers Supply Co., 


Deepfreeze Appliance Div., Lift 
Products, Inc., Jordon Refrigerator 


Co. 


Sales Representatives Meet 
To Discuss New Hydraline 
Year-Round Air Conditioning 


KALAMAZOO, Mich. — Sales rep- 
resentatives from all parts of the 
country recently attended the three 


day sales meeting sponsored by 
Hydraline Products, Borg-Warner 
Corp 


In addition to sales and engineer- 
ing talks, panel discussions and il- 
lustrated slides were used to explain 
Hydraline’s new kind of Hydraline 
year-round air conditioning. As was 
pointed cut in the meeting, contrac- 
tors who in the past have been con- 
fined to radiant panel, baseboard, 
and convector heating jobs can now 
sell and install year-round air condi- 
tioning systems for both small and 
large structures. 


Nash-Kelvinator Net Earnings 
Nearly Double from Last Year 


DETROIT—Nash-Kelvinator Corp. 
reports net earnings of $15,127,605, or 
$3.48 per share of capital stock, for 
the nine months ended June 30, 1953. 

This compares with net earnings of 
$8,744,829, or $2.01 per share, for 
the like period a year ago. Net sales 


for the nine months this year 
were $387,868,205 compared with 
$268,886,304 in the corresponding 


period last year. 

Net earnings for the quarter ended 
June 30, 1953, were $3,419,279, or 79 
cents per share, compared with 
$7,156,811, or $1.64 per share, in the 
June quarter last year. Net sales for 
the quarter were $128,178,329 this 


year against $124,682,547 a year ago. 


--__--— @ 


to you? Lenger life and better performance than 
any other single pole control available! 


Learn more about this new Series 270 low-priced, 
single-pole control. Ask your wholesaler or write 
Penn Controls, Inc., Goshen, Indiana. Export Di- 
vision: 13 E. 40th Street, New York 16, N. Y., 
U.S.A. In Canada: Penn Controls Limited, 
Toronto, Ontario. 
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Philco Ties In with Food 
Chain To Promote Freezer 


PHILADELPHIA—In an effort to 
show consumers the benefits of a food 
freezer without resorting to question- 
able tactics, Philco Distributing, Inc., 
local factory branch for Philco Corp. 
is conducting a free-trial offer pro- 
motion tied in with the American 
stores and Acme supermarkets in the 
Philadelphia area. 

James J. Shallow, sales manager, 
explained that Philco dealers are 
offering Philco freezers on a 30-day 
free trial with a $50 food bonus to 
those who purchase a freezer at the 
end of that time. They will also pay 
to freezer purchasers $1 for each 50 
Ideal brand labels they turn in. The 
Ideal] brand foods are purchased at 
American stores and the labels will 
be redeemed by Philco dealers for 
an indefinite period. 

The $50 bonus works this way. The 
customer purchases a $50 food order 
from one of the cooperating stores. 
Then when he buys his freezer, the 
$50 is deducted from the price of the 
freezer. Distributor and dealer share 
the cost of the bonus equally. 


York 9-Mos. Net Profit 
Up Half Million Dollars 


YORK, Pa. — A consolidated net 
profit of $2,019,800 has been re- 
ported by York Corp. for the nine 
months ended June 
pares with a net pro: 
in the corresponding 
previous year. 

Orders booked dh 
riod totaled $66,82 
$45,652,593 in the y 
Uncompleted contrac 
30 amounted to §3: 
pared with $19,452,638 

The company aiso 
profit of $2,972,425 
months ended June 
with $1,985,620 for 
year. : 

The 


increases in ¢c 


and new business bo 


strong demand for ¥ 
tioning systems,” S. E 
dent, noted. 

He pointed out tha 
order backlog cover 
tracts only. “Orders 
tors and for access 
repairs, and mainter 
cluded, account for ¢@ 
ditional backlog,” he 
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heat-xlZ 
LUQUO COWES 
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THAT'S THE on the drawer 

the model is pointing to. Switch will turn off 

the Viking Arid-Zone dehumidifier and flash 

on the safety light on top when the 10-qt. 

capacity pan is full. Arid-Zone, though small 

in size, will remove up to three gallons of 
moisture from air daily. 


**Flote-Switch”’ 


Psychiatric Center To Be 
Fully Air Conditioned 


JACKSONVILLE, Fla.—The Duval 
county budget commission recently 
proposed that the Memorial Unit of 
Duval Medical Center, treatment 
area for psychiatric cases, be fully 


WA 
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It’s the way they’re made that makes 
the difference. First, separate coils are 
formed for refrigerant and liquid. These 
coils are then placed in a mold and 
molten aluminum poured around them. 
Result: a solid casting of great strength 
which protects against freeze-up damage. 


The mass of the aluminum block also 
eliminates 
short-cycling . . . eliminates need for a 


provides high hold-over . . . 


storage tank. 


Other advantages of Heat-X liquid 
coolers: no oil separator necessary, no 
surge drum necessary . . . cooler will op- 


erate in any position. 


BREWSTER - NEW YORK = 


Request free descriptive bulletins. 


~ THE HEAT-X-CHANGER CO., Inc 
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KELVINATOR 
INTRODUCES 
. ANEW 


AUTOMATIC DRYER 


ier to Demonstrate 


vinator Automatic Dryer can be demonstrated 
re! On your sales floor, in prospects’ homes. . . 
1en’s groups . . . because . . . it operates on either 
. No special wiring for live demonstrations re- 
nywhere . . . and “‘the show is on”! 


Service 


its up—easy access to all parts. No gears to get 
10tor—cylinder and blower belt-driven. Installa- 
new Kelvinator has a swivel exhaust outlet so it 
side or rear, permitting easier installation. 


r to Sell! 


itomatic Dryer was designed for you . . . to put 
»ssible position to get your share of the dryer 
sature for safety, efficiency and economy that 
ave shown women want in a dryer. Here is your 
new sales with a new dryer that meets every 


ind satisfying custcmers! 


Dries by air circulation rather than by excessive heat 


Kelvinator features ‘“‘Breeze-Drying’’—constant circulation of warm, dry 
air that draws the moisture out of clothes, rather than baking it out! 


Needs no adjustment for different fabrics 
‘*‘Breeze-Drying”’ dries clothes at a constant, safe temperature. Heat is 
never high enough to harm fabrics—including the man-made ‘“‘miracle”’ 
fabrics like Dacron*, dynel, nylon and rayon—as well as cottons, 
linens, silks and woolens. Plastic buttons are safe, too! 


Glass-smooth porcelain drying cylinder 
Kelvinator’s drying cylinder is made of heavy-gauge steel, porcelain 
coated inside and out—smooth as glass. Holes are punched outward so 
no sharp edges can snag or tear clothes. The cylinder will never rust or 
corrode . . . never stain or discolor clothes. 


Full-depth lint trap gets all the lint 
Lint is positively trapped in Kelvinator’s full-depth lint trap. Removable 
from the front of the dryer, instead of the back, it is easily emptied. Loca- 
tion at bottom assures, to all practical purposes, the trapping of all lint. 


AN ADEQUATE 


LIMITED 
MARKET 


DEALERSHIPS 


REFRIGERATORS + RANGES - FREEZERS - WASHERS - DRYERS - IRONERS - WATER HEATERS - DEHUMIDIFIERS - KITCHEN CABINETS + SINKS + “ELECTRO-DRAIN” GARBAGE DISPOSERS - ROOM AIR CONDITIONERS 


Safety door provides added protection and convenience 


Dryer operation stops automatically when door is opened. This means 
added safety for homes where there are small children, as well as allowing 
user to add, inspect or remove clothes at any time during the drying cycle. 


Kelvinator’s continuing progress means continuing progress for dealers 
This new Kelvinator Automatic Dryer represents another step in Kelvin- 
ator’s expansion program . . . a program that will bring Kelvinator 
dealers newer and better products to sell . . . along with newer and better 
methods to stimulate sales. This is in keeping with our pledge of “‘think- 
ing, planning, and acting with the retailer’s progress, profits and perma- 
nency as foremost consideration.” If you'd like to learn more about why a 
Kelvinator Franchise is the most valued in the appliance field, we'll be 
glad to give you the complete story, in confidence. Just drop us a line. 


*© FE. I. du Pont de Nemours & Co. 


& 
JOIN THE Maelwaseaatovr PARADE TO BETTER BUSINESS! 


Division of Nash-Kelvinator Corporation, Detroit 32, Michigan 
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Commercial Frozen Food Exhibit To Be Feature 
Of Frozen Food Locker Convention Sept. 13-16 


CHICAGO — Much emphasis on 
merchandising and sales, especially 
commercial frozen foods, will mark 
the program of the annual National 
Frozen Food Locker Convention to 
be held at the Morrison hotel here 
Sept. 13 to 16. 

Scheduled are talks by William 
Blees, general sales manager of 
Crosley Division of Avco, and John 
Fox, president of Minute Maid, in 
addition to panel discussions entitled 
“A Food Plan for Every Locker 
Plant” and “How to Buy Frozen 
Foods.” 

Latter will feature a frozen food 
packer, broker, distributor, and locker 
operator. 

In addition, there will be open dis- 
cussion periods to take up various 
problems of locker plant operation, 
including refrigeration, smoking and 
curing, slaughtering, processing, 
poultry, locker rentals, and costs. 


‘AVENUE OF BRANDS’ EXHIBITS 
COMMERCIAL PRODUCTS 


A new feature will be an exhibit 
of commercial frozen foods to be 
known as “Avenue of Brands.” 

The National Ham Show will also 
be held during the locker conven- 
tion. 

Entertainment features lined up 
will include a three-hour showing of 
movies one evening, annual banquet, 
and a performance of the famous 
Breakfast Club radio program, all the 
tickets for which have been allotted 
to the locker convention. 

ies let of exhibitors who nave 


Recently introduced, the new PENN single-pole 
refrigeration control is winning the enthusiastic 
acclaim of refrigeration men everywhere. And, one 
of the big reasons is SNAPFLEX contact action! 


Only PENN has this exclusive contact structure 
which provides “roll-wipe-snap” action on closing 
and opening. Result? No bounce... 
arc... no welding of contacts. What does this mean 


FOR HEATING, REFRIGERATION, AIR CONDITICNING, GAS APPLIANCES, PUMPS, 


among “—- 
refrigeration 


already signed up for space for the 
show includes: 

Frozen Food Center, St. Regis 
Sales Corp., Aluminum Cooking 
Utensil Co., Darling & Co., Admiral 
Corp., Fogel-Freeze, C. Schmidt Co., 
Freezer Queen Products Co., National 
Turkey Federation. 

Ben-Hur Mfg. Co., Dewey & Almy 
Chemical Co., Enrichment Products, 
Morton Salt Co., Griffith Laboratories, 
Inc., Cube Steak Machine Co., Plastry 
Corp., John Sexton & Co. 

Philco Corp., Crown Cork Specialty 
Corp., Midwest Metal Stamping Co., 
Hotpoint, Inc., Mystik Adhesive Prod- 
ucts, Interstate Folding Box Co., the 
Dupps Co., B. Heller & Co., Yorkville 
Paper Co., United Refrigerator Co., 
Kalamazoo Vegetable Parchment Co., 
U. 8S. Slicing Machine Co. 

Republic Molding Corp., Koch 
Supplies, Como Plastic, Inc., Rogers 
Plastic Corp., Bendix Home Ap- 
pliances, Sealright, Inc., Howard Mfg. 
Co., Crosley Div., Avco, 

Victor Products Corp., Nash-Kelvi- 
nator Corp., the Kemper-Thomas Co., 
Twin A. A. Cutlery, Cochran Foil 
Products Co., International Harvester, 
Marathon Corp., D. R. Card, Marion 
Glass Mfg. Co., Gibson Refrigerator 
Co., Kordite Corp., Mehl Mfg. Co. 

Reynolds Metals Co., Container 
Corp. of America, Pickwick Co., Sub- 
Zero Freezer Co., Inc., Norge Div. 
of Borg-Warner, Industrial Tape 
Corp., Cincinnati Butchers Supply Co., 


Deepfreeze Appliance Div., Lift 
Products, Inc., Jordon Refrigerator 


Co. 


no closing 


Sales Representatives Meet 
To Discuss New Hydraline 
Year-Round Air Conditioning 


KALAMAZOO, Mich. — Sales rep- 
resentatives from all parts of the 
country recently attended the three 
day sales meeting sponsored by 
Hydraline Products, Borg-Warner 
Corp. 

In addition to sales and engineer- 
ing talks, panel discussions and il- 
lustrated slides were used to explain 
Hydraline’s new kind of Hydraline 
year-round air conditioning. As was 
pointed cut in the meeting, contrac- 
tors who in the past have been con- 
fined to radiant panel, baseboard, 
and convector heating jobs can now 
sell and install year-round air condi- 
tioning systems for both small and 
large structures. 


Nash-Kelvinator Net Earnings 
Nearly Double from Last Year 


DETROIT —Nash-Kelvinator Corp. 
reports net earnings of $15,127,605, or 
$3.48 per share of capital stock, for 
the nine months ended June 30, 1953. 

This compares with net earnings of 
$8,744,829, or $2.01 per share, for 
the like period a year ago. Net sales 
for the nine months this year 
were $387,868,205 compared with 
$268,886,304 in the corresponding 
period last year. 

Net earnings for the quarter ended 
June 30, 1953, were $3,419,279, or 79 
cents per share, compared with 
$7,156,811, or $1.64 per share, in the 
June quarter last year. Net sales for 
the quarter were $128,178,329 this 


-__——- 


year against $126, 663, uted a ) year ago. 


to you? Lenger life and better performance than 
any other single pole control available! 

Learn more about this new Series 270 low-priced, 
single-pole control. Ask your wholesaler or write 
Penn Controls, Inc., Goshen, Indiana. Export Di- 
vision: 13 E. 40th Street, New York 16, N. Y., 
U.S.A. In Canada: Penn Controls Limited, 


Toronto, Ontario. 


auTOmMATIC CONTROLS 
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AIR COMPRESSORS, 


Philco Ties In with Food 
Chain To Promote Freezer 


PHILADELPHIA—In an effort to 
show consumers the benefits of a food 
freezer without resorting to question- 
able tactics, Philco Distributing, Inc., 
local factory branch for Philco Corp. 
is conducting a free-trial offer pro- 
motion tied in with the American 
stores and Acme supermarkets in the 
Philadelphia area. 

James J. Shallow, sales manager, 
explained that Philco dealers are 
offering Philco freezers on a 30-day 
free trial with a $50 food bonus to 
those who purchase a freezer at the 
end of that time. They will also pay 
to freezer purchasers $1 for each 50 
Ideal brand labels they turn in. The 
Ideal brand foods are purchased at 
American stores and the labels will 
be redeemed by Philco dealers for 
an indefinite period. 

The $50 bonus works this way. The 
customer purchases a $50 food order 
from one of the cooperating stores. 
Then when he buys his freezer, the 
$50 is deducted from the price of the 
freezer. Distributor and dealer share 
the cost of the bonus equally. 


York 9-Mos. Net Profit 
Up Half Million Dellars 


YORK, Pa. — A consolidated net 
profit of $2,019,800 has been re- 
ported by York Corp. for the nine 
months ended June 30. This com- 
pares with a net profit of $1,588,424 
in the corresponding period of the 
previous year. 

Orders booked during the _ pe- 
riod totaled $66,820,190, against 
$45,652,593 in the year-ago period. 
Uncompleted contracts as of June 
30 amounted to $31,145,976, com- 
pared with $19,452,630. 

The company aiso reported a net 
profit of $2,972,425 for the 12 
months ended June 30, compared 
with $1,985,620 for the previous 
year. 

The increases in completed sales 
and new business booked “reflect a 
strong demand for York air condi- 
tioning systems,” S. E. Lauer, presi- 
dent, noted. 

He pointed out that the unfilled 
order backlog covers direct con- 
tracts only. “Orders from distribu- 
tors and for accessory equipment, 
repairs, and maintenance, not in- 
cluded, account for about 25% ad- 
ditional backlog,” net said. 


cooled. 


on the drawer 


*Flote-Switch”’ 

the model is pointing to. Switch will turn off 

the Viking Arid-Zone dehumidifier and flash 

on the safety light on top when the 10-qt. 

capacity pan is full. Arid-Zone, though small 

in size, will remove up to three gallons of 
moisture from air daily. 


THAT'S THE 


Psychiatric Center To Be 
Fully Air Conditioned 


JACKSONVILLE, Fla.—The Duval 
county budget commission recently 
proposed that the Memorial Unit of 
Duval Medical Center, treatment 
area for psychiatric cases, be fully 
air conditioned. 

The proposal was offered as the 
commissioners tentatively deferred 
action upon a county welfare board 
request for a $17,910.82 fund transfer 
which would finance the installation 
of a forced-ventilation cooling system 
in the two top floors of the unit. 


Architect Ivan Smith, of the firm of 
Reynolds, Smith and Hills, who had 
prepared plans for the ventilation 
system, explained that full air condi- 
tioning would be much more costly 
than the system he had designed. 
But he pointed out that the ventila- 
tion system would only circulate air 
without lowering its temperature 
and would not completely relieve the 
situation in “silent rooms’ where 
patients who are dangerous to them- 
selves or others are confined. 


Chairman Fred E. Biggs and other 
commissioners asserted that the pro- 
posed ventilating system would not 
give adequate relief to the patients, 
that the first floor should also be 


the difference. First, 


The mass of the aluminum block also 
eliminates 
. . eliminates need for a 


provides high hold-over . . . 
short-cycling . 
storage tank. 


Other advantages of Heat-X liquid 
coolers: no oil separator necessary, no 
surge drum necessary . . . cooler will op- 


erate in any position. 


It’s the way they’re made that makes 
separate coils are 
formed for refrigerant and liquid. These 
coils are then placed in a mold and 
molten aluminum poured around them. 
Result: a solid casting of great strength 
which protects against freeze-up damage. 


Request free descriptive bulletins. 


~ THE HEAT-X-CHANGER CO., Inc. 


— BREWSTER: 


- NEW YORK 
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KELVINATOR 
INTRODUCES 
* ANEW 


AUTOMATIC DRYER 


Thats Easier to Demonstrate 


This sensational new Kelvinator Automatic Dryer can be demonstrated 
without trouble anywhere! On your sales floor, in prospects’ homes. . . 
even at meetings of women’s groups . . . because . . . it operates on either 
115 or 230 volt current. No special wiring for live demonstrations re- 
quired. Just plug it in anywhere . . . and “‘the show is on”’! 


Easier to Service 


Exclusive hinged top tilts up—easy access to all parts. No gears to get 
out of order. Only one motor—cylinder and blower belt-driven. Installa- 
tion is a cinch, too. The new Kelvinator has a swivel exhaust outlet so it 
can be vented to either side or rear, permitting easier installation. 


Easier to Sell! 


This new Kelvinator Automatic Dryer was designed for you . . . to put 
you in the strongest possible position to get your share of the dryer 
market. It has every feature for safety, efficiency and economy that 
years of field research have shown women want in a dryer. Here is your 
opportunity to capture new sales with a new dryer that meets every 
requirement for selling and satisfying custcmers! 


Dries by air circulation rather than by excessive heat 


Kelvinator features ‘‘Breeze-Drying’’—constant circulation of warm, dry 
air that draws the moisture out of clothes, rather than baking it out! 


Needs no adjustment for different fabrics 


“‘Breeze-Drying”’ dries clothes at a constant, safe temperature. Heat is 


Safety door provides added protection and convenience 


never high enough to harm fabrics—including the man-made ‘‘miracle’’ 
fabrics like Dacron*, dynel, nylon and rayon—as well as cottons, 
linens, silks and woolens. Plastic buttons are safe, too! 


Glass-smooth porcelain drying cylinder 
Kelvinator’s drying cylinder is made of heavy-gauge steel, porcelain 
coated inside and out—smooth as glass. Holes are punched outward so 
no sharp edges can snag or tear clothes. The cylinder will never rust or 
corrode . . . never stain or discolor clothes. 


Full-depth lint trap gets all the lint 
Lint is positively trapped in Kelvinator’s full-depth lint trap. Removable 
from the front of the dryer, instead of the back, it is easily emptied. Loca- 
tion at bottom assures, to all practical purposes, the trapping of all lint. 


Dryer operation stops automatically when door is opened. This means 
added safety for homes where there are small children, as well as allowing 
user to add, inspect or remove clothes at any time during the drying cycle. 


Kelvinator’s continuing progress means continuing progress for dealers 


This new Kelvinator Automatic Dryer represents another step in Kelvin- 


ator’s expansion program . . . a program that will bring Kelvinator 
dealers newer and better products to sell . . . along with newer and better 
methods to stimulate sales. This is in keeping with our pledge of “‘think- 
ing, planning, and acting with the retailer’s progress, profits and perma- 
nency as foremost consideration.”’ If you'd like to learn more about why a 
Kelvinator Franchise is the most valued in the appliance field, we'll be 
glad to give you the complete story, in confidence. Just drop us a line. 


*© F. I. du Pont de Nemours & Co. 


é 
JOIN THE Maelwaseatovr PARADE TO BETTER BUSINESS! 


Division of Nash-Kelvinator Corporation, Detroit 32, Michigan 
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REFRIGERATORS + RANGES - FREEZERS - WASHERS - DRYERS - IRONERS - WATER HEATERS - DEHUMIDIFIERS - KITCHEN CABINETS + SINKS + “ELECTRO-DRAIN” GARBAGE DISPOSERS - ROOM AIR CONDITIONERS 
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FTC Ruling-- 


(Concluded from Page 1, Column 4) 
General Motors, to competing pur- 
chasers at differing prices. 

In addition, FTC directed GM and 
Champion to stop: 

Agreeing to sell products with the 
understanding that the purchaser will 
not sell the products of a competitor. 

Enforcing any such agreement. 

Granting a rebate, or fixing a price 
to any purchaser who agrees to such 
an arrangement. 

Dismissed was a complaint that the 
three companies sold spark plugs to 
manufacturers at prices lower than 
those charged distributors. FTC con- 


Ten More Firms Join ARI 


WASHINGTON, D. C.—Ten more 
firms have joined the Air Condition- 
ing and _ Refrigeration Institute, 
George S. Jones, Jr., managing direc- 
tor, announced recently. 

They are Admiral Corp., Chicago; 
Coleman Co., Inc., Wichita, Kans.; 
Deering Air Conditioning Co., Inc., 
Cincinnati; Fresh’nd-Aire Co., Div. of 
Cory Corp., Chicago; Friedrich Re- 
frigerators, Inc., San Antonio; Gen- 
eral Chemicals Div., Allied Chemicals 
& Dye Corp., New York City; Norge 
Div., Borg-Warner Corp., Chicago; O. 
A. Sutton Corp., Wichita; Tele King 
Corp., New York City; and Viking 


$150,000 Damage by Fire 


To Store Fixture Mfg. Plant 


DETROIT—Sparks from a welding 
machine directly below the paint sec- 
tion are believed to have caused the 
fire that swept through the Almor Co. 
plant here and destroyed an esti- 
mated $150,000 worth of finished and 
unfinished food store fixtures and 
manufacturing equipment. 

The four-alarm fire broke out at 
7:17 a.m. on July 25 and brought two 
dozen pieces of fire fighting ap- 
paratus to the scene. Flames and 
smoke could be seen for several 
miles. 


who are running the Treasury really 
believe that it makes sense to cripple 
an industry, to close down its plants, 
to put men out of work—and really 
reduce the revenues of the govern- 
ment, in order to raise 13 million 
dollars ?” 


Excise Tax 


(Concluded from Page 1, Column 5) 
graph, which has the Capitol build- 
ing as a background and an over- 
print which reads ‘The price of this 
ironer (or) dryer has been reduced 
$25 through the action of the 83rd 
Congress in repealing the manufac- 
turer’s excise tax.” 

The committee also heard a pres- 
entation for the repeal of the excise 
tax on home freezers and refrigera- 
tors from George Foerstner, vice 
president of Amana Refrigeration, 
Inc. The tax is adding a cost to 
freezers which is discouraging their 


Henry Buckingham Elected 
President of Thor Corp. 


CHICAGO — Election of Henry 
C. Buckingham as president of Thor 
Corp., was announced recently by 
Thor board chairman Raymond J. 
Hurley. Buckingham succeeds the 


Air Conditioning Corp., Cleveland. 


cluded that manufacturers, in pur- 
chasing spark plugs for new cars, 


were 


Higley Heads Veterans-- 


not competing with dealers. 


eal Rial tliiaiaaaamenly 
| 
| 


(Concluded from Page 1, Column 2) 
has been active in the affairs of the 
American Legion and the Republican 
| Party in Wisconsin for many years. 


market. 


Westinghouse 
Air Conditioning 


Morris Mersky, a partner in the 
company, said the loss was covered by 
insurance, but the destroyed super- 
market equipment would delay the 
scheduled opening of a new Flint 


Salesmen Park Customers’ 


in front of the 


purchase by some 8 million low-in- 
come families, mostly living in rural 
areas, who need a satisfactory meth- 
od of storing foods in quantity. 

Another who testified was Thomas 
H. David, product planning manager 
for the Hotpoint Co., seeking elimina- 
tion of the tax on ranges, hot water 
heaters, dishwashers, and food waste 
disposers. He pointed to a softening 
of the market for these items, and 
declared that the additional price 
burden caused by the excise taxes 
was a prime factor. 

Other witnesses scheduled to ap- 
pear before the committee include J. 
H. Overmyer, vice president, Revco, 
Inc., home freezer manufacturer; and 
Rudy Berg, Copeland Refrigeration 
Corp., manufacturer of refrigeration 
condensing units. 


late John R. Hurley, who died June 
21. 

The new president has been vice 
president in charge of plant opera- 
tions for Thor since 1948 and has 
been associated with the company 
since 1935. Thor is an international 
manufacturer of major kitchen and 
laundry appliances. 

Buckingham, 46, was born in Lon- 
don, England, and came to this 
country in 1928. He became a U. S. 
citizen seven years later. Before join- 
ing the Thor organization as a mem- 
ber of its accounting department, he 
was associated with the Pierce-Arrow 
Motor Car Co. in Buffalo, N. Y. 

In 1937 he became comptroller of 
Thor-Canadian Co., Ltd., Toronto, 
Ont., and in 1940 was named general 
manager of the Canadian subsidiary. 


Buckingham returned to Chicago 


LAGGING SALES THE REASON in 1942 as comptroller and assistant 


460286 


Westinghouse 


New appliance department displays 


He was chairman of the Republican 
Party in Wisconsin at the time of 
— phen Lh neal — the 1948 presidential campaign, and Cars on Nearby Lot 
| was also active in the 1952 cam- 
© Self-contained i PITTSBURGH—Newly-opened Fort 
UNITAIRE® parse. . 3533 
2 to 15 hp. Well-known throughout the refrig- Pitt Television & Appliance at 353: 
© Content sipat eration parts and supplies field as Forbes St. is parking customers cars 
is to 25 bp “Doc” Higley, the new Veterans on the large lot of a gas station 
© Hermeticatly-seated Administrator head was a pioneer in nearby, making parking easy in a 
comquenees, the field of refrigerant development, istrict tightly restricted on parking. 
a pet nae enter having joined Ansul Chemical Co. in Prospects park 
coolers, coils, fans 1919. store. If their call necessitates a sales 
clcrone presentation, a salesman parks the 
~— ia Thor Appoints Hirseh car in the lot. Service is very wel- 
you caw es SURE...1# 11s come on sweltering days. 
ne CHICAGO — Thor Corp. has an- 


nounced the appointment of Gustave 
Hirsch Organization, Inc., Columbus, 
Ohio as the new distributor for Thor 
laundry cqenpment in Columbus. 


he and Bernard Gold. 
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, Successfyl selling cw we 
helio public relations. And, on’ 


Crosley refrigerators, 
and Admiral air conditioners. Com- 
pany partners are Milton Waldman 


and Mitchell 
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In pleading for immediate repeal 
of the tax, the ironer and dryer pro- 
ducers pointed to lagging sales of 
their products, and declared that the 
appliance business is a “highly vola- 
tile’ one, and that if a recession oc- 
curs in the industry, the rest of the 
economy could be dragged into it. 

Ray G. Halvorsen, vice president, 
Hamilton Mfg. Co., told the Con- 
gressional committee that the indus- 
try cannot look to the Treasury 
Department for effective relief. “It 
seems to me that the Treasury 
Department intends to hold on to 
these emergency excise revenues, as 
they’ve already requested that the 
scheduled expiration date be re- 
scinded.” 

“To call this tax a manufacturer's 
tax is misleading; it’s a consumer’s 
tax,”’ said Farr in his testimony. “This 
tax hasn’t worked because it has 
caused the price of ironers and dryers 
to be priced right out of the average 
family budget. 

“Consequently, the consumer hesi- 
tates to make the purchase of even a 
necessary appliance when the price is 
obviously too high, and while he is 
waiting, we dealers have to carry and 
finance the inventories which are 
piling up. When we dealers can’t 
move our inventories, that’s the be- 
ginning of the vicious spiral which 
leads to a recession. 

“Do the distinguished businessmen 


treasurer of Thor Corp. He was 
elected treasurer in 1943. 

Since becoming -~vice president in 
charge of plant operations he has 
helped develop Thor's diversification 
program that has added electric 
ranges, refrigerators, freezers, and 
dryers to Thor's traditional washer 
and ironer line. 
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DRINKMASTER 


PORTABLE — REFRIGERATED 
Stainless Steel HOMEBAR 
PLASTIC CHARTREUSE FRONT 
BLACK TOP 


Mfd. by 


United Friguator Engrs. 
Menominee, Mich. 


Write for free 8” x 10” Photos 


DEALERS WANTED 


ELIMINATES 41 


MILK CANS 
AND CAN 
HANDLING 


Model shown ts OKS-100. 
Also made in 150-, 200-, 
300-, 400-, 500-, and 
700-gal. sizes. 


a L 
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Bulk milk cooling is sweep- 
ing the nation. Unlimited 
opportunities in sales and 
service await the dealer 
who handles Dari-Kool, the 
fastest selling bulk mitk 
cooler on the market. In 
Wisconsin—America’s lead- 
ing dairy state—more Dari- 
Kools are in use than all 
other makes combined. 


Units are ready to plug in 
—nothing else to buy. We 
also manufacture a full line 
of the famous Dari-Kool 
can coolers. 


TO DARI-KOOL Jame 


7) TAxKER — 


DESIRABLE FRANCHISES FOR QUALIFIED DEALERS AND JOBBERS 
Write Dept. S-2 for Complete Information. 


DAIRY EQUIPMENT COMPANY 


1444 EAST WASHINGTON AVENUE ® 
tne 


MADISON, WISCONSIN 
_—— 
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Phoenix Plumbing Code 
Simplifies Licensing, 
Lets Suppliers Out 


PHOENIX, Ariz.—A new plumbing 
code that wipes out the former clas- 
sifications of journeymen and master 
plumbers and sets up a single group 
of -licensed plumbers was _ recently 
adopted by the Phoenix city council 
and made effective on July 7. 

The code also separates the plumb- 
ing license from the plumbing and 
supply business, stating that firms 
selling but not installing, repairing, 
or altering plumbing do not need to 
have a plumbing contractor’s license 
or hire licensed plumbers. 

The code says that no firm, person, 
or corporation can engage in the 
plumbing business without a plumb- 
ing contractor’s license, and no 
person can do plumbing work with- 
out a qualified plumber's license. 

To obtain a city plumbing con- 
tractor’s license a firm must also 
hold a state contractor’s license and 
must never have been refused a 


Store Modernization 


Show Will Embark on 
33-City Road Tour 


NEW YORK CITY — The Store 
Modernization Institute, sponsor of 
the recent fourth national Store 
Modernization Show held in June 
here at Madison Square Garden, an- 
nounced that it is assembling a 
traveling edition of the show that 
will embark on an_e eight-month, 
33-city tour starting the end of Oc- 
tober. 

This show on tour will be known as 
“Operation Modernize."" Participat- 
ing will be 30 manufacturers, with 
national distribution, who will ex- 
hibit their newest equipment and de- 
velopments for use in store and 
warehouse modernization. In addi- 
tion, at each three-day show regional 


manufacturers, distributors, banks, 
builders, and contractors will ex- 
hibit. 


Clinic sessions on related problems 
of store modernization and city plan- 


the exhibits in each city the tour will 
make 

John W. H. Evans, director of the 
Store Modernization Institute, esti- 
mated that Operation Modernize 
“will play to a combined audience of 
50,000 store owners, architects, 
bankers, and other decision-making 
executives interested in improving 
commercial properties.” 

He said the traveling trade ex- 
position “provides a new way for 
manufacturers to bring their equip- 
ment to the attention of potential 
customers—right on their home 
grounds. We think Operation Mod- 
ernize will set a precedent for in- 
dustrial shows that will be followed 
by many others.” 


Project To Make Hotel 
75% Air Conditioned 


BIRMINGHAM, Ala.—Six floors of 
the Redmont hotel are being air con- 
ditioned by Allison-Florence Heating 
& Air Conditioning Co., Chrysler Air- 
temp dealer. 

This will make the hotel about 75% 
air conditioned, according to C. P. 


Hussmann First Half 
Sales at Record Peak 


ST. LOUIS—-Sales of Hussmann 
Refrigerator Co. in the first half of 
1953 soared to a record peak of 
$16,704,604 from $9,548,161 in the 
like 1952 period and net profit rose to 
$874,105, or $2.02 a share, from 
$588,916, or $1.36 a share, it was 
reported by W. B. McMillan, presi- 
dent. 

McMillan said substantial increases 
were shown by all of the company’s 
divisions. 

“The demand for our civilian prod- 
ucts continues high,” he stated, “and 
present indications point to a con- 
tinuation of good demand during the 
last half.” 

McMillan said the aircraft divi- 
sion’s shipments will show “a large 
decline” during the second half “due 
to terminations for the convenience 
of the government.” However, he 
noted, “the adverse effect on net is 
not expected to be substantial’ be- 
cause of the smaller profit margin 


CORRECTION 


A story in the July 20 issue of 
the NEWS stated that “as of the 
middle of July, 197 companies 
have signed to exhibit at the 8th 
All-Industry Refrigeration & Air 
Conditioning Exposition,” and that 
“at the last All-Industry Show, 
held in the Fall of 1951, there was 
a total of 170 exhibitors.” 

This should have read “as of the 
middle of July, 1951, there were 
signed up 170 exhibitors for the 
All-Industry Show of that year” 
as compared with the 197 exhibi- 
tors signed up by the middle of 
this July for the coming 8th AIl- 
Industry Exposition Nov. 9-12 in 
Cleveland. 


More Cooling For Webb's City 


ST. PETERSBURG, Fla.—J. E. 
Webb, head of Webb’s City, is push- 
ing a $650,000 improvement program 
under which $250,000 will be spent to 
air condition all the main floor of 
Webb's City, thus making the store 


ning will be held concurrently with 


Howell, manager. 


license or have had a license revoked © 
“for reasons that should preclude the 
granting of this license.” 

Permits to do plumbing work will 
be granted only to licensed plumbing 
contractors, the code says. It adds: | 
“No permit shall be required for — 
plumbing set up for exhibition pur- 
poses, for replacement of fixtures, 
minor repairs, or the opening of | 
clogged pipes or similar work, pro- 
vided no changes are made in the 
piping to the fixtures.” 

A person doing plumbing in his 
own house does not need a permit, 
the code says. 


RCA Victor Names Terry 
Distributor In Colorado 


CAMDEN, N. J.—The RCA Victor | 
Div., Radio Corp. of America, has | 
announced the appointment of Ward | 
Terry & Co. of Denver as distributor | 
of RCA and RCA Victor products, | 
serving the state of Colorado and 
bordering counties. 


_ PeeKay..-2>% 4 ¥ 
the Plaste- Kote Om 
—"“Sprelf” says: yh 5 


A little spray 
goes a l-o-n-g way 
PLASTI-KOTE 
SELF SPRAY 
FINISHES 


Solve your 
touch-up problems! 


mans, I 


} 
FMAMEL | 


Paint and Pressure in 
one container. Ideal for 
touch-up and re-fnishing. 


PLASTI-KOTE, INC. 


425 Lakeside N.W. Cleveland 13, Chie 


CLEANABLE 
WATER-COOLED 


CONDENSERS 


More Efficient Double-Tube 
Counter-flow Design 


Acceptance in the field is rapidly 
changing to “Demand” for these 
efficient, more economical Clean- 
able water-cooled Condensers. 
Owners and service men prefer 
the “new unit” efficiency that can 
always be maintained by a simple 
cleaning process. Brass headers, 
machined and brazed. 

Write for Catalog and Prices 

WHOLESALERS IN PRINCIPAL CITIES 


Halstead & Mitchell 


BESSEMER BLDG. PITTSBURGH 22, PA. 


on this business. 


Here’s a water-cooled model of Frigidaire’s outstanding new compressor that has taken the 
refrigeration business by storm. The complete line includes seven air-cooled models from 
4, to 3 hp; eight water-cooled models from 12 to 714 hp; six combination air and water- 
cooled models from 1 to 3 hp; five evaporative type models from 114 to 714 hp. All feature a 
compressor body cast in one piece from chromium and nickel alloy cast iron. Both com- 
pressor and motor are built as a single unit—no loss of efficiency; no wasted space; no 
belts, pulleys of flywheels; service calls are cut as much as 80%. 


——— 
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Refrigerant- 
Cooled Motor 


Refrigerant vapor passes over 
motor windings after entering 
the compressor. This gives a low- 
er motor temperature to help 
prolong the life of the unit and 
increase operating efficiency. En- 
tire refrigerant system is pro- 
tected by suction strainer. Scores 
of other features mean real selling 
extras for more profits. 


krigidaire = 


Exclusive Frigidaire 
Load Selector 


Permits balancing motor load to 
compressor requirements on the 
job in a few minutes. Adds new 
flexibility. Fewer models to stock 
as one unit fills a wider range of 
applications. Compressor bodies 
mounted on four springs for 
full floating suspension. Reduces 
noise and vibration for quieter 
operation and less wear. 


BUILT TO SERVE BETTER—LAST LONGER | 


Pressure -Type 
Lubrication System 


Oil is forced under pressure by an 
improved plunger-type pump to 
every bearing surface Positive. 
dependable. 200-mesh screen in 
oil reservoir assures clean oil sup- 
ply. Surfaces of main bearings 
and connecting rod bearings are 
steel-backed Babbitt. The entire 
unit is completely sealed against 
dirt, dust, and moisture. 


XD METER-MISER COMPRESSORS 


Frigidaire Division of General Motors, Dayton I, Ohio 


completely air conditioned. 


REFRIGERATION MEN ACCLAIM THIS — 
SENSATIONAL NEW SEALED COMPRESSOR 


Find Tremendous Sales and 
Service Appeal in Revolutionary 
Frigidaire XD Meter-Miser 


We asked the men who sell 
‘em. We asked the men who 
service ‘em. From coast to 
coast we got the same answer: 
“There’s just nothing to com- 
pare with the new Frigidaire 
XD Meter-Miser Compres- 
sor !"’ Because it’s designed 


right, easily and quickly in- 
stalled, practically service- 
free, and offers scores of self- 
selling features, everybody 
profits. Dealers and salesmen 
... and their customers. . . 
are loud in their praise. Look 
at what they have to say ! 


Mr. Charles H. Widman, Widman Refrigeration and 
Air Conditioning, Chicago Heights, Ill.: 


“Having been a serviceman and 
in the refrigeration business for 
27 years, | can say this new com- 
oressor is a serviceman’s dream. 
t’s wonderful that we no longer 
will have to contend with belts, 
pulleys, flywheels, The features 
that are particularly outstanding 
to me are compactness, compara- 
tive lightness and easy accessibil- 
ity for servicing. These same ad- 
vantages, plus economy of opera- 
tion and five-year warranty, 
have definitely contributed to 
closing more sales.” 


Mr. R. E. Nuckols, Electric 
Refrigeration Service & Sales 
Co., Baltimore, Md.: 

~ “We had no 
/ 4 service calls on 
| these installa- 
tions. They did 
a tremendous 
refrigerating 
job and the 
customers and 
ourselves are 
sold on the units completely. 
These units are the answer to 
a refrigeration serviceman’s 
prayer.” 


Mr. Robert B. Weston, Weston 
Sales & Service Inc., 
Pittsburgh, Pa.: 


F 


“We recently 
installed a bat- 
tery of Frigid- 
aire compres- 
sors in a new 
super - market. 
These have 
been received 
so well by the 
management of the food chain 
that in future expansion plans, 
specifications will call for sealed 
reciprocating compressors. Ad- 
vantages that appeal to our cus- 
tomers are the oil pump mecha- 
nism, the load selector, and most 
of all, a cool-running motor.” 


Me. J. F. Rivers, 


Commercial Refrigeration Co., | 


Boston, Mass.: 


‘These new units of sealed design 
are completely field serviceable. 
Quiet to a point approaching 
silence, they bite into a refrigera- 
tion- load beyond any condens- 
ing unit we have seen in opera- 
tion. We have had no service 
calls on the 27 units installed 
to date.” 


hat ta bes nit 2 the ao 


Mr. C. L. Love, 
Love Refrigeration Co., 
Ft. Worth, Texas: 


“I point out to 
customers the 
big savings 
made possible 
by eliminating 
routine servic- 
ing such as belt 
replacement 
and motor oil- 
ing; plus the worry-free assur- 
ance of the 5-year protection 
plan. It’s an easy compressor to 
sell, using these sales points.” 


r 


Mr. Joe Rosenbloom, 
Standard Store Fixture Co., 
Kansas City, Mo.: 


“Now, with 
the new XD 
Meter-Miser 
units we feel 
that Frigidaire 
is years ahead 
of the in- 
dustry. We 
andourcus- 
tomers particularly like the com- 
pactness of the compressor, the 
forced feed oil system, and the 
low operating cost.” 


= 


Mr. Gordon J. Collison, 
Collison's Refrigeration & 
Motor Service, 
Battle Creek, Mich.: 


“I have been complimented on 
the quietness of the units. Cus- 
tomers have been well satisfied. 
All adjustments on the controls 
are easily made, and best of all, 
to date we have had no calls for 
service on any of them. Thank 
you for this fine line of compres- 
sors. They will be money makers 
for us in the coming years.” 
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on pe , —_ cording to “surveys’’ clocked by 
students of New York’s City college. 
Their “research” disclosed that 


a 
INSIDE DOPE: 


by GEORGE F,. TAUBENECK 


a 


a ane 2 on 


(Concluded from Page 1, Column 1) 


Five Ages of Man 


“Daddy, why is it... , etc... .?” 
questioned a 10-year-old. 
“What I don’t know isn’t worth 


knowing,” this same lad bragged as a 
college sophomore. 

“Well, anyway, I do know my own 
trade from A to Z,” he lamed 14 
years later. 

Came his 50th birthday. “I’m not 
angry at anybody, nor sure of any- 
thing. I think I have learned a bit, 
but not much.” 

Upon his retirement at 65 he 
mourned: “How can anyone become 
didactic in so short a lifetime?’’ 


New Worlds Conquered 


Hydrazine, a fuel which provides 
energy than any substance 


more 
known to science (except atomic 
energy) has become NEWS for 


every reader. 
It provides exciting new vistas of 
tremendous power. 
Most chemical derivatives come 
from petroleum or coal tar. Hydra- 
zine stems from ammonia. Unlike 
sister substances, it combines easily 
with other materials. 
Mathieson Chemical Co, has opened 
a $3 million plant at Lake Charles, 
La., to produce hydrazine for mili- 
tary purposes, and for promising in- 
dustrial applications. Among the 
latter: dyes, detergents, wrinkle- 
resistant coatings for textiles, syn- 
thetic fibres and plastics, drugs, ag- 
ricultural chemicals, and refrigerants. 
Hydrazine has been produced for 
experimental rockets by our Armed 
Forces, which deem it to be an amaz- 
ing power-fuel. Industry uses hydra- 
zine to remove unwanted oxygen 
from boiler water, to separate raw 
metals from their oxides, and to 
plate thin metallic coatings on glass. 

Also, hydrazine is an excellent in- 
gredient for anti-tuberculosis drugs, 
and for medicines which antidote 
high blood pressure and urinary in- 
fections. Other forms of this chemi- 
cal complex end up in insecticides and 
fungicides. So far, more than 2,000 
derivatives have been reported. Some 
of them could have application to 
the refrigeration industry. 

Soon, it is predicted, hydrazine will 
be low-cost stuff, 


This Is News? 


Customers need guidance while 
shopping in department stores, ac- 


blatantly impersonal personnel in De- 
partment stores don’t match the per- 
sonal service of specialty dealers and 
the personal attention of the latter's 
salesmen. 

Deficiencies noted in department 
store salesmanship included: inepti- 
tude in inducing consumers to take 
an active part in a sale, poor sales 
talks, inability to overcome objec- 
tions, superficial product knowledge, 
and failure to suggest additional sales 
of related merchandise. 


Higher salaries offered by specialty 
dealers attract men who sell more 
aggressively than department store 
or furniture store clerks, the students 
reported. 

Perhaps that’s why department 
stores--as a group (there are excep- 
tions) steadily are losing headway 
as merchandisers of _ refrigerators, 
freezers, air conditioners, etc. 


Where Our Tax Money Goes 


Over in Libya, some of our tech- 
nical assistance officials working to 
raise living standards found out that 
native Libyans didn’t know how to 
prepare office memoranda. Since pro- 
gress can’t flourish in an atmosphere 
like that, they taught these unen- 
lightened bureaucrats how to build 
filing cabinets to hold the memoranda 
that clerks were taught to write. 


In Asia our Point Four people de- 
cided that what the Burmese needed 
was a typesetter which could repro- 
duce all 900 symbols of their alpha- 
bet. Nobody ever had been able to 
produce such a machine before, but 
Point Four succeeded at a cost of 
$40,000. 

Thus, 400 Americans paid $100 each 
in taxes for machines which still are 
uncrated, The next step is to induce 
the Burmese to use these complicated 
machines, and teach them how. 


There is one bright spot in this 
Point Four picture. If our technical 
assistance people can bring their 
Libyan system over to Burma, half 
the population could be kept busy 
writing memoranda, and the other 
half could build the filing cabinets 
needed to hold documents composed 
in a 900-symbol alphabet. Keeping 
other people as busy as the American 
taxpayer must keep himself seems to 
be the main point. 


Silly Postscript 


When ski-ing in the Engadine. 
My hat blew off down a ravine. 

My son, who went to fetch it back, 
Slipped thru an icy glacier’s crack 

And then got permanently stuck. 
It really was infernal luck; 

My hat was practically new—— 
I loved my little Henry too— 

And I may have to wait for years 
Till either of them reappears. 


ms 
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G-E’s Appliance Park Is 35% 
Complete; Officials Begin Shift 


LOUISVILLE, Ky. — More than 
35% of the General Electric Co.’s 
Appliance Park here has been com- 
pleted, the company reported re- 
cently. 

The company is currently moving 
a group of key supervisory employes 
from the refrigerator and freezer 
plant in Erie, Pa., to Appliance Park. 

Two buildings are nearly finished, 
one is 87% complete, and a fourth 
is 17% complete, company officials 
said. Four range models, dishwashers, 
Disposalls, automatic washers, and 
clothes dryers are currently manu- 
factured here. About 3,400 persons 
are on the local payroll. 

Ultimately, General Electric plans 
to manufacture all of its major ap- 
pliances here. 


Alabama Raises $4,500 To 
Air Condition Polio Ward 


MONTGOMERY, Ala.—As an aid 
to the comfort of polio victims dur- 
ing the epidemic here, a campaign 
was started to raise funds to air con- 
dition the polio wards of St. Jude’s 
Hospital. 

In less than a week, more than 
$4,500 was collected in a drive spear- 
headed by the Montgomery Adver- 
tiser-Journal and_ radio __ stations 
WSFA, WCOV, and WJJJ. 

The air conditioning was described 
as a “critical need” in the polio wards 
because the metal iron lungs caused 
the victims miserable discomfort and 
the unfortunate children were _ re- 
ported to be suffering loss of strength 
and energy from the excessive heat. 


Servel ‘Holiday Fare’ 
Campaign Trades Vacation 
For Refrigerator Sales 


EVANSVILLE, Ind. Vacation 
miles in return for refrigerator sales 
is the offer being made to its dealers 
and dealer salesemen by Servel, Inc. 
in its Holiday Fare Campaign an- 
nounced recently by L. D. Eastmead, 
sales manager of the household re- 
frigerator division. 

In explaining the new campaign, 
which will continue until Sept. 15, 
Eastmead stressed that mileage cred- 
its built up by dealers and dealer 
salesmen would entitle them to travel 
anywhere they chose at any time of 
the year. In addition, the miles may 
be split to include members of the 
family or friends. 

Here is how the Holiday Fare 
Campaign will operate: Servel deal- 
ers (utilities may appoint a member 
of sales supervision to compete as a 
dealer) will automatically receive 300 
vacation miles as a base and will be 
credited with additional miles for 
each refrigerator model purchased. 

The mileage credits are based on 
air line fare, but can be used for any 
type of travel—-automobile, rail, bus, 
steamship—or to pay hotel bills and 
meals. 

Dealer salesmen must sell 10 re- 
frigerators during the period of the 
campaign. For these sales, regardless 
of model, 1,000 miles will be credited. 
Additional mileage will be added for 
each refrigerator sold thereafter. 

The company will back the cam- 
paign with its “Proof of Superiority” 
promotion which puts a refrigerator 
into any home for a one-dollar de- 


posit. 


Jordon Distributes Sales 


Kit on Home Freezer Line 


PHILADELPHIA — Jordon Refrig-~ 
erator Co. is now distributing to all 
of its distributors, dealers, and their 
salesmen a complete kit of sales helps 
and sales aids on its upright freezer 
line, Herbert Friedman, sales man- 
ager, announced. 

Items in the new kit are: 

1—“‘Passport to Pleasure,"’ a sales 
presentation for use in the showroom 
or the home. 

2—A 24-page four-color instruc- 
tion and recipe booklet which will 
help the housewife plan meals from 
foods she has frozen. 

3—-A floor measuring chart for use 
in home presentation and which is de- 
signed to show a housewife just what 
can be done with a Jordon upright 
home freezer of various sizes. 

4—-A complete list of four-color 
literature and envelope stuffers. 

5—A freezer inventory sheet for 
use by the housewife to help her 
plan not only what to buy, but to 
keep tabs on what she has in her 
Jordon freezer day by day so she 
will know when to reorder specific 
foods. 

Dealers and dealer salesmen can 
either obtain the special promotional 
kits from Jordon distributors or can 
write directly to the home office in 
Philadelphia. 


TRRF Appoints Hoover 


COLORADO SPRINGS, Colo. — 
William J. Hoover’s appointment as 
his assistant has been announced by 
H. C. Diehl, director of The Refrig- 
eration Research Foundation here. 

Hoover has just received a master’s 
degree in food technology from the 
University of Illinois. 


j 


MULTIPLE-UNIT 


in modern bakery and warehouse spotlights 


_ ; 
~~ 


Huge bakery and warehouse contains 770,742 sq. ft. of floor area . . . more than 13 full-sized football fields! 


t MASSIVE, MULTIMILLION-DOLLAR PLANT SUGGESTS 


GREAT POTENTIAL OF FOOD FIELD 


and warehousing operations. It helps preserve perish- 
weatherwise 


When increased business and rising costs recently dic- 
tated both expansion and consolidation of their facilities, 
the American Stores Co., Philadelphia, Pa., operators 
of an 8-state supermarket chain, constructed a mam- 
moth bakery and warehouse. Peak efficiency, through 
ultramodern equipment and controls, is the keynote of 
this 17-acre, multimillion-dollar structure. For exam- 
ple, multiple-unit installations of 250-ton total capacity 
provide dependable air conditioning and refrigeration 
... Offer flexibility and economy of operations. In all, 26 
compressors (principally of York manufacture) maintain 
rigid temperature and humidity controls . . . enable the 
chain to supply fresh baked goods, dairy products and 
other perishable foods to their 750 retail outlets in the 
Philadelphia area. 


able raw materials and finished goods in processing and 
storage . . . chills ingredient water for baked goods .. . 
prevents too-rapid rising of dough in mixing and proofing 
procedures .. . cools 
products on their way 
from oven to wrapper... 
speeds sealing operation 
at bread-wrapping ma- 
chines. In addition, air 
conditioning is provided 
in general offices, bak- 
ery fermentation room, 
candy -storage rcom in 
the warehouse and the 
waxed-paper storage 
room. Both well water 
and cooling tower are 
used. 


air conditioners 


NOW .. . every homeowner's dream come true. 
Featuring “Simplematic’’ control, the 

“Weatherwise” offers ideal indoor climate. 

The “Weatherwise” by BARKOW, engineered by 

a pioneer in the refrigeration field, offers packaged 
2 and 3 ton Air Conditioning units for the home. 

Send for details of the BARKOW 

“WEATHERWISE” Air Conditioning units, 

that mean more profitable sales for you. 


refrigeration division 
Aug. G. Barkow mfg. co., inc. 
2230 south 43rd street, milwaukee 15, wisconsin 


WHERE REFRIGERATION IS A ““MUST”’ 


Precise temperature controls facil- 
tate proper dough mixing in this 


| Refrigeration is essential in many of the plant’s baking battery of machines. 
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ONE OF THREE 
coolers used in through- 


room 


installations by 
Edwin Gummelt, head of 
K & G Appliances, Waco, 


the-wall 


to cool his store ard dis- 


play the units as well. 


Show Them How It Works 


Air Condition Your Showroom with Units 
You Sell; Idea Helped Sell 100 Room Coolers 


WACO, Texas—Air condition your 
store with the packaged units you 
handle. It'll help you sell a lot of 
them. 

That's the advice of Edwin Gum- 
melt, Jr., head of K & G Appliances 
here. Gummelt did just that and he 
says it helped him move more than 
100 %-ton units last summer. 

Through-the-wall installations of 
%4-ton Mitchell air conditioners were 
made, a unit going in each of the 
three walls. The expense of the job 
was repaid in the first 10 days of hot 
weather when Waco was hit by 105° 
temperature, according to Gummelt. 

He said at least half of the summer 
air conditioner volume was due to 
“impulse” buying by customers who 
had come in for appliances and who 
were empresas by the fact mat the 


three units cooled a store 40 ft. by 
45 ft. wide. 

“It was a bit of an engineering job, 
at that,” Gummelt commented. “We 
weather-stripped every door and win- 
dow, installed double glass where pos- 
sible, and kept the units running 24 
hours a day. 

“As a result, we were able to keep 
room temperature down to 80°, dur- 
ing exterior temperatures as much 
at 25° hotter. The effect on entering 
customers was tremendous.” 

Gummelt spent $400 a month on 
weekly newspaper ads and five radio 
spots a day to tell Waco homeowners: 
“Why Wait? You'll Buy a Room 
Cooler Eventually!” 

With the exception of a few units 
discounted at the end of the summer, 
all were sold at vague list cde 


/ 
No Room Cooler’ Ban 


In Housing Project 
Challenged by Dealer 


NEW YORK CITY — 
ban on the use of room coolers, 
clothes dryers, home freezers, and 
other heavy duty electrical appliances 
in the Stuyvesant Town housing 
project was challenged recently by 
Saul Birns, major appliance dealer 
here. 

Birns charges that the Metropolitan 
Life Insurance Co., owner and oper- 
ator of the project, is depriving its 
tenants of “healthful sleep and better 
living conditions” by not permitting 
the installation of room coolers. 

The ban was imposed because the 
wiring system, although designed in 
accordance with modern building 
standards, was not intended to serve 
such heavy duty appliances. It is 
adequate only for normal lighting, re- 
frigeration, and the “usual kitchen 
and household appliances,” says the 
company. 

Metropolitan warned its tenants 
that “the addition of heavy duty ap- 
pliances could cause real trouble. 
They would not only interfere with 
the normal use of electricity in other 
apartments, but also they would en- 
danger—-and in some cases illegally 
tax—-the electric lines of the build- 
ing.” 

Birns contends that the company 
could install a heavier wiring sys- 
tem. According to his experience, he 
said, “regardless of the size of home 
wiring, it can usually accommodate a 
1, or a %-ton air conditioner. 

“T am certain these smaller units 
would satisfy those tenants who de- 
sire to purchase air conditioning.” 


A year-old 


© 


REFRIGERATION 


another profitable market for equipment 


Fermentation room in which conditions are controlled by one 
of the compact individual units installed throughout the plant. 


rely on refrigeration systems to protect “‘just-baked”’ | 
goods and stored perishables against costly spoilage. | 
Refrigeration also helps simplify processing operations 
and insures product quality. 

But processing is only one part of the refrigeration 
picture, as applied to the entire food industry. Shippers, 
storers and retailers of perishable ingredients and fin- 
ished goods are also heavy buyers of equipment. 

Sales of modern refrigeration machines have gone 


hand in hand with acceptance -and acceptance continues | 


to grow by leaps and bounds! 
TURN ACCEPTANCE INTO SALES 


Take advantage of the booming interest in refrigeration | 


and air conditioning. Make this summer your biggest 
selling season by directing a strong campaign to the food | 
field. It’s easy to line up likely prospects. There are_ 
many in almost every community: processing plants, 
storage warehouses, dairies, ice-cream factories, super- 

markets and scores of other types of retail food outlets. 

All deserve a place on your list. Write them . . . phone 

them . or better still, visit them in person. 

Then, when discussing your prospect’s specific re- 
quirements, you can render additional service that helps 
lead to satisfaction by recommending equipment de- 
signed to operate with Du Pont FREON™® fluorinated 
hydrocarbon refrigerants. Buyers appreciate knowing 
that these refrigerants are safe . . . nonflammable, non- 
explosive, virtually nontoxic. Explain that “Freon” re- 
frigerants are manufactured in strict accordance with 
intricate, laboratory-controlled methods that insure 
purity and uniformity . . . factors that contribute to the 
economical, efficient, trouble-free operation of the equip- 
ment over long perieds of time. In addition, “Freon” 
refrigerants meet all building-code requirements. E. I. 
du Pont de Nemours & Co. (Inc.), ‘Kinetic’ Chemicals 
Division, Wilmington 98, Delaware. 


“FREON” 
REFRIGERANTS 


“Freon” is Du Pont'’s registered trade- 


SAFE 
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Room Units Keep Radio 
Studios Cool; Slowed 
Fans Cut Noise Factor 


PITTSBURGH — Proie Bros., Inc. 
has succeeded in overcoming the 
noise factor and has made successful 
installations of room air conditioners 
in three WJAS radio studios here, 
reports A. J. Luppino, vice president 
and head of the air conditioning de- 
partment for Proie. 


“We know of no other applications 
where window air conditioners have 
been placed in studios in other radio 
stations,” says Luppino. Reason is 
that with air conditioners it is diffi- 
cult to keep the noise-level down. 


Installations were made in WJAS 
studios used by the new Barry Kaye 
show, a disc jockey program that is 
doing an unusual job of pulling teen- 
agers into the studios to see guest 
stars and witness phonograph record 
spinning. 

“We advised the station the instal- 
lation would be difficult of operation,” 
Luppino recounted “and said we 
would try to make the necessary 
changes to insure that the unit would 
be quiet and would produce sufficient 
cooling. The station executives were 
very cooperative.” 


Luppino was confident that the air 


. conditioning unit was so designed 


that the fans of the unit could be 
slowed down enough for quiet opera- 
tion, yet could overcome the danger 
of not getting sufficient air across the 
coil and cause the unit to fail. 


Units were three Chrysler Airtemp 
%-ton window models. Normal ca- 
pacity of each studio with adequate 
cooling is 6 to 10 persons. Broad- 
cast rooms are 15-feet square. Cool- 
ing units are only 10 to 12 feet from 
the mike. Installation had to be very 


tight, without air leakage. 


In operation the conditioners are 
turned on, says Luppino, and the 
studio cooled down before the radio 
audience arrives in the studio. From 


then on it takes some time for crowd. 
heat to overcome the cooling capacity 
of the units. 

Outdoor temperature peak is at 
3 p.m. (when the show starts). Then 
outdoor temperature tapers off. And 
the air conditioning holds well until 
the crowd leaves before the late 
afternoon traffic rush home. 


Carson Named RCA Victor 
Distributor In Saginaw Area 


CAMDEN, N. J.—-Carson Distribu- 
tors, Inc,, has been appointed distribu- 
tor for RCA and RCA Victor prod- 
ucts in the Saginaw, Mich. trading 
area, it was announced recently by 
W. A. Buck, vice president and gen- 
eral manager of the RCA Victor Div. 
of the Radio Corp of America. 


The newly-appointed distributing 
firm, headed by Charles Carson as 
president, will have headquarters at 
708 N. Washington Ave., Saginaw. 
The company will serve RCA Victor 
dealers in Saginaw and in eastern 
Michigan, Buck said. 

Before establishing the distributor 
company, Mr. Carson was a success- 
ful appliance, radio, and television 
dealer in Philadelphia for more than 
30 years. He has severed his con- 
nections with the retail firm which 
will continue operation under the 
direction of his brother. 


Room Cooler Mass Display 
Draws Attention at Fair 


SAN DIEGO, Calif.—The mass dis- 
play of 14 makes of air conditioners 
on display in the San Diego Gas & 
Electric Co. exhibit at the San Diego 
County Fair drew exceptional inter- 
est, J. Clark Chamberlain, secretary- 
manager of the Bureau of Home Ap- 
pliances of San Diego County, re- 
ported recently. 

He opined that the exhibit, coupled 
with Bureau advertising, should 
stimulate air conditioning sales 
through the rest of the summer. 


—— 


AVR CONDITIONING & REFRIGERATION 
— . ADVANCED PRODUCTS y REMCO 


HERE’S WHY ALL REMCO PRODUCTS 
SELL FASTER—SAVE YOU MONEY 


E-Z-SEE LIQUID-FLO-INDICATORS with the exclusive sensitive flap, responsive to changes 
in flow. E-Z to SEE thru, these indicators now permit the serviceman to analyze ac- 
curately functions of the expansion valve by action or position of the flap. Positively 


leak proof — perfectly safe. 


<i> 


mark for its fluorinated hydrocarbon refrig- 
erants. 


SUPER-FLO FILTER-DRIERS for both original equipment and replacement. Check SUPER- 
FLO’s amazing low price against ordinary driers which do not have massive fiberglas 
depth filters, molded drying elements and spun-end copper shells. Perfectly free flow. 


BAKING INDUSTRY— 
A “NATURAL” FOR REFRIGERATION 


In many branches of the food field, the importance of 
refrigeration is well recognized, and management has 
taken steps to gain the protection, efficiency and econ- 
omy it offers. Graphic example of the trend is the een 
sided baking industry. Throughout the country . 

sprawling plants and neighborhood shops . po anc 
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*t6 vu s eat OFF 
BETTER THINGS FOR BETTER LIVING 
- THROUGH CHEMISTRY 


Remco also manufactures famous Cross-Flo and Standard Duty driers. 


FROST-TITE FLARE NUTS positively eliminate creeping, 
cracking or splitting of nuts in refrigeration systems 
by providing relief for expanding ice through 
Yet they cost no 


patented forged frost-relief slots. 
more than unrelieved flare nuts. 


Available to the trade through wholesalers everywhere. 


REMCO 
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AIR CONDITIONING & REFRIGERATION 


NEWS, AUGUST 3, 1953 


Why They Want Cooled Homes 


See Cool Comfort Holding Families In the Home, 
Creating Healthier People, Better Dispositions 


CHICAGO — A happier home and 
family group is the bright new dream 
air conditioning holds out for women, 
a Carrier Corp. contest in the Chicago 
area revealed recently. 

A closer-knit family and an im- 
proved home life with less irritability 
and weariness took precedence over 
all the other advantages attributed to 
air conditioning. In runner-up posi- 
tions were better health, no hay fever, 
and less housework, according to 
the housewives’ vote. 

The answers were the result of a 
contest held by Carrier’s Chicago dis- 
tributor, Temperature Equipment 
Corp., asking people of both sexes 
to set down, in 100 words or less, why 
they would like to have a room air 
conditioner in their homes. Five room 
units were offered as prizes and in- 
stalled free of charge. 

One housewife wrote: “My husband 
is always tired. Since he is the bread- 
winner for our family his happiness 
comes first. To have a healthy, happy 


husband he needs cool, refreshing 
sleep.” 
Another housewife said, “Air con- 


ditioning means to my family the 
striking difference between the happy, 
relaxed fun-loving group they really 
are, and the tired, irritable charac- 
ters they turn out to be when the 
broiling summer sun comes out.” 
One woman called her home a “no- 
man’s land” from June to September 
because it was just too hot for com- 
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fort. She expressed the sentiments of 
many housewives who noted with dis- 
may the absence of family gatherings 
for chatting, writing, reading, and 
the most popular of all—televiewing. 

“Instead of the younger members 
of the family roaming, possibly get- 
ting into mischief, or lingering at the 
soda fountain, they could be enter- 
taining friends at home if it were air 
conditioned,” said a father. 

“At the same time, other members 
of the family would not become easily 
irritated when the young folks get 
boisterous.” 


SAVED A DELINQUENT 


One father went so far as to credit 
installation of a home air condi- 
tioner as the reason his boy did not 
become a juvenile delinquent. 

A second important group of 
answers came from both men and 
women who felt that air conditioning 
in the home would make them better 
able to perform on the job. 

“Trudging up and down stairs 
carrying a loaded mail bag during 
the hot summer months, gets to be 
a grueling task,” said a mail carrier. 
“To recoup my energy I need a re- 
freshing night’s sleep in a cool bed- 
room.” 

A mother of two children noted 
that her family spends approximately 
one-third of their lives in the home. 
“It should be the one place above all 
others wnere my family ¢ can resasve 


rest and relaxation,” she stated. 

Relief from summer heat and 
humidity was the primary concern of 
night shift workers who must sleep 
during the day. One woman com- 
plained, “It is always 15 degrees 
hotter in our all-metal project apart- 
ment when the sun is out, than it is 
outside.’ Her husband is a night 
train dispatcher and needs his sleep 
in order to work efficiently, she said. 

A very substantial number of per- 
sons suffering from asthma and hay 
fever as well as migraine headaches 
were seeking relief through air con- 
ditioning. Many doctors, the survey 
revealed, have discovered that air 
conditioners are the only solution for 
filtering pollen from the air. Rather 
than prescribe medicinal aids, doc- 
tors are recommending room air con- 
ditioners. 

“We suffered from hay fever for 
years,” one woman said about her 
husband and herself, “but since get- 
ting an air conditioning unit, we no 
longer cough our heads off.” 


DOUBLE HELP IN ASTHMA CASE 


“Ailing from asthma, I am unable 
to cope with heavy pollen-laden night 
air. On hot humid nights, it is a 
very difficult thing to sleep. My rest- 
lessness is also disturbing to my hus- 
band. Doctors have suggested an air 
conditioner as it is the only solution 
for filtering pollen from the air,” said 
another woman. 
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Seamless Copper 
Tubing 


Available in sizes from %42” O.D. 
O.D. with wall 


Fabricated by H&H into all types of 


, ports for leading manufacturers in the 
oe rws . refrigeration and air conditioning field, this tubing 
is also available in straight lengths or coils. 


All H&H refrigeration tubing is 
bright, clean, and dehydrated, protected 
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The survey, therefore, conclusively 
indicated air conditioning was not 
considered a luxury, but a necessity. 

Contestants were asked to decide 
in which room they would like to 
have an air conditioner installed, and 
to determine why—with the room air 
conditioner—that room could become 
a “comfort center.” The bedroom 
polled the highest vote. Second most 
popular, and very close behind, was 
the living room. 

A priest hoped for an air condition- 
ing unit because his rectory was a 
center of hospitality for the enter- 
tainment of from one to 50 visitors 
and guests at one time, as well as for 
quiet meditation. “If it was cool, the 
young folks would be anxious to 
come in.” : 

An outstanding feature revealed by 
the survey was the number of people 
who wanted air conditioning so that 
they could do more _ entertaining. 


“Cooking and preparing for parties 
and afternoon teas would no longer 
be a chore because I will not be tired 
and wilted when my guests arrive,” 
was the feeling of one housewife. 

People using their homes as second 
offices sang the praises of air condi- 
tioning. An accountant, who worked 
at home to bring in a little extra 
cash, had to keep a towel between his 
arm and the paper on which he was 
working so that perspiration did not 
smudge or mar his figures and 
wrinkle his record sheets. 

A young man working his way 
through college could not afford to 
have his efficiency cut down. To- 
gether with his widowed mother, 
they purchased a room air condi- 
tioner so that he could continue to 
work evenings at maximum efficiency. 
Sleeping in an air conditioned room, 
getting a restful, healthful sleep, he 
was able to hold the rigorous pace. 


‘On the Street’ Poll Finds Enthusiasm 
For Conditioning, Some Criticism 


CHICAGO—A recent “Question of 
the Day” asked by a Chicago 
Tribune reporter of five people 
picked at random on Chicago streets 
was on “What’s your opinion of air 


» conditioning ?” 


While the results of the poll could 
be said to show only a 3-to-2 margin 
in favor of air conditioning, what is 
more important is that the replies 
indicate that the general public is 
very conscious of air conditioning, 
and that they know much more about 
it now than they did only a few 
years ago. However, some miscon- 
ceptions and prejudices still remain. 

The big objection raised was the 
usual one that commercial establish- 
ments such as movie theaters and 
restaurants tend to keep tempera- 
tures too low, resulting in discomfort 
in either entering or leaving such an 
establishment. 

But Joe Van Bogaert, cab driver, 
declares: “Air conditioning is won- 
derful. If the price were brought 


down I'd have it in my home. About 
$150 for a four-room apartment 
would be what I'd be willing to pay. 
People would probably be a lot 
healthier if they could get a good 
night’s rest in a cool room.” 

John Scicchitano, restaurant owner, 
says: “I like air conditioning myself 
but I don’t have it at home because 
it’s too expensive. I do think most 
theaters and night clubs have it too 
cold and when you come outside it 
affects you. About 10° lower than 
outside would be better.” 

While Sherman Dicholtz, a gradu- 
ate law student, states that “I’d love 
to have air conditioning in my home, 
but I’m afraid I like it too cold and 
I doubt my own ability to withstand 
summer colds with too much air 


conditioning.” 
La Verne Hollingsworth, book- 
keeper, declaring that “I have 


rheumatism and it bothers me. Most 
of them have it turned on as cold 
as it will go.” 
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Remove { thumb screw 


Canmipieiely Gccéssible—all components, 
fans, motors, valve connections located for 
unobstructed work without disturbing a 
single installed refrigeration, electrical, or 
water drain line. Removal of one thumb 
screw opens entire unit for service. 

The serviceman’s dream—semi-circular de- 
sign for all-over air distribution. Standard 
| twin fans and motors give extra safety; one 
_ fan and motor will maintain safe box tem- 
perature until serviced. Tenney standard 
non-ferrous coil, facetized fins, rustproof 
baked enamel finish, and accurate ratings. 
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Write Dept. E, for Bulletin 104-53. Do it today! 
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Gel Ais ss Sic 
sees re yar? 


wy ‘= Menne 


ENGINEERING, INC. 
26 AVENUE 6&8, NEWARK 5, @. 4. 
Plonts: Nework, N. J. Union. N. J, and Baltimore, Md 


tat ae Cicer ak ly ol a tees lay ee ee ek ee ee bn le Deere 
en - et ar seen am renee — en gemma ene mem | 
= Tx wan? y TRESS ae aa r 


CY 


f ca ‘ 
‘i es =| fe AR CONDITIONNG 
bi 
| _ fe 
‘an } 

ST 

é ae ——? 
me , J 
e ra Air : Conditioning ai io Whether _ WS | 
- _ depend on es am you make ~ | 
eH: Te \\ a 
Ed (ty meee... the home © - . | a | 

ny |; Maz, 

ah 4 % 4 “T Wey 
Ba —oortor Servicing 
2 ui Se As) .<——. 
‘ i | — Can help YOu build c | — oe <A ~~ 
f: a better product — 
Ss ae a — _ % 
ee | 
i | 
Be eae on et oe Sy MERLE Rita EY AMEE br eer mee aa) ) Aa" E 5 tates Sly 2 “te A/a Ae es ee Baa it Tel pep)! LANES de oiwkas) co “oes EN One Se 4 Pier a aneaaly Pier COPIA AAR [oy Sh 421 bk Sarita a Aah 


AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 3, 1953 


Unique Air Return Gives Added Flexibility 
To Air Conditioning System In General Office 


EAST PEORIA, Ill.—A unique air 
return system has been incorporated 
in the air conditioning system serv- 
ing the colorful administration build- 
ing of the Toledo, Peoria, and West- 
ern Railroad here. 

The low-slung, almost completely 
windowless modern structure is 
cooled by 60-ton Westinghouse cen- 
tral system designed to maintain 74 
to 76° F. temperatures. The two- 
story building has office space on the 
top floor and cafeteria, storage, and 
recreation space on the lower floor. 
The upper floor is at ground level at 
the front of the building and the 
lower floor is at ground level at the 
rear. 

It is the upper floor that has the 
unique air return system. This floor 
is laid out so that private offices and 
enclosed work rooms ring the outer 
cement block walls, while the center 
is open general office space. 

Two air conditioning ducts run the 
length of the rectangular building. 
They are suspended at ceiling level 
along the edges of the general office 
space right at the partitions that 
separate this area from the private 
offices. 

Outlets on one side of the ducts 
serve the general office space while 
those on the other shoot conditioned 
air into the private offices. 


WALLS ARE THIN, LIGHT 


Because the inner walls of the 
private offices are not intended to 
provide any support for the ceiling, 
they are made of light material only 
11, in. thick. What would normally 
be the baseboard of the interior wall 
is a channel iron duct, open through 
its entire length. This acts as the 
air return, drawing air into the return 
duct beneath the floor and thence 
back to the air conditioning unit in 
the basement. 

This arrangement permits the rail- 
road to rearrange its private offices 
as future needs dictate without affect- 
ing in the slightest the operation of 
the air conditioning system. 

The air conditioning equipment was 
installed by the Meyer Furnace Co. 
of Peoria. Art Gilkerson, Meyer air 
conditioning manager, said the sys- 
tem cools 11,520 sq. ft. of office space 
and 5,760 sq. ft. in the basement for 
a total of 17,280 sq. ft. in the entire 
80 by 144 sq. ft. building. Basement 
and main floor are zoned separately. 

Gilkerson said that the air condi- 
tioning apparatus is a direct drive, 
totally enclosed package, located in 
a very compact machinery room. A 
60-ton Kennard evaporative con- 
denser is used to save water. 

The employe cafeteria in the base- 


By George M. Hanning 

ment is the work of Fred Kenyon of 
Kenyon Inc., commercial refrigera- 
tion dealership in Peoria. It is large 
enough to feed the entire staff of the 
administration building in one hour 
by taking them in two half-hour 
shifts. The work areas are laid out 
so compactly that three women can 
handle all the work with a minimum 
of movement. 

In a kitchen measuring only 16 by 
30 ft., the cafeteria employes have 
all the equipment they need for food 
preparation, cooking, and dishwash- 
ing, plus room to move about freely. 
The equipment lines the outer walls, 
leaving only two work tables in the 
center. Included among the kitchen 
equipment is a 44-cu. ft. Frigidaire 
reach-in refrigerator. 

In the L-shaped cafeteria counter 
just outside the kitchen are installed 
two refrigerated salad cases and an 
ice cream cabinet. 


COLOR, COLOR EVERYWHERE 


In addition to the air conditioning, 
the general office contains several 
other unusual features which com- 
bined to win the building a bronze 
plaque last year from Office Man- 
agement & Equipment magazine for 
outstanding design and layout. 

One is the extensive use of bright 
solid colors—red, gray, yellow, green, 
and blue. Inside the building it is 
unusual to see less than four colors, 
difficult to see no more than two, and 
impossible to see only one. 

According to company officials, 
skillful arrangement of large masses 
of spectral colors make any one 
particular view pleasing and harmoni- 
ous, more than one invigorating. The 
intensive color scheme affords a re- 
freshing contrast to white and black 
paper work, they say. 

The general office is lighted by 
fluorescent tubes above a glare elim- 
inating wire mesh ceiling. This light 
is much cooler than an incandescent 
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temperature of the building will re- 
main at a comfortable level. 

Except for the reception room, only 
two other rooms in the entire build- 
ing have windows. This results in a 
constant quality of light and a 
constant even temperature through- 
out the building. 

The two rooms with windows are 
the office of the president and the 
cafeteria. President J. Russell Coul- 
ter, who is responsible for the modern 
design and layout of the building, 
uses the window in his office to check 
the number and length of trains mov- 
ing through the railroad’s yards 
directly behind the building. He also 
has a view of the repair shops. 

The cafeteria enjoys a picture win- 
dow view of the rail yards and a 
landscaped area directly behind the 
administration building. 

Because the administration build- 
ing is locaved in an outlying section 
of town where there are no restau- 
rants in easy reach, the cafeteria is 
a “must” for the company. By divid- 
ing the office force into two shifts, 
each shift is able to move through 
the cafeteria line quickly and eat a 
leisurely lunch, all in a half hour. 

In this way, the entire force is 
fed in one hour's time and the com- 
pany loses only a half-hour’s work 
per employe. The other half of their 
lunch hour is given to the employes 
by permitting them to get to work 
15 minutes later in the morning and 
leave 15 minutes eartier. 


system of equal candle power, they | 


claim. Thus a high level of shadow- 
free illumination is provided without 
strain on the air conditioning. 
Outer building walls are painted 
concrete block. These are said to 
have excellent acoustical value, ab- 


sorbing 50% of the sound that falls | 


on them. A sound absorbent ceiling 
further reduces noise. 

The flat roof of the building is 
claimed to be 100% heat resistant, 
so as to reduce heat loss. In addition, 
the roof is sprinkled during the hot 
months to lessen the heat load on 
the air conditioning system. 

Heating is provided only around 
the outer walls, on the theory that if 
the walls are kept warm, the intertor 


Small, compact, quiet, my | 


ATDD 


Direct Drive 


‘DOUBLE INLET BLOWER 


A 72 Double Inlet Blower 


with motor built INTO the Unit! 


The ALL NEW LAU 
A7-DD ‘pictured here is 
the perfect unit for in-a- 
wall gas and oil furnaces. 
It is the one answer to 
manufacturers who build 
hi-boy, low-capacity 
units. This Lau A7-DD 
unit is completely UL 
approved, covering the 
entire unit (also approv- 
able in combination with 
furnace). 


Write for Full Information 


THE CONTINUOUS OPEN 
BASEBOARD in the parti- 
tion between private 
offices and general office 
in the administration 
building of the Toledo, 
Peoria, and Western Rail- 
road is the air return for 
the office's air condition- 
ing system. It will permit 
the 


size of any or all of the 


railroad to alter the 


private offices without af- 
fecting the air distribution 
Air distribution 
duct is overhead. 


system. 
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nobody will care.''"—Charles A. Dana. 


) CLEVELAND, OHIO | ask who is the editor of a paper or the writer of an article, and 


Have You READ ‘Peace and Progress’ Yet? What's the Score on Congress 
| And Eisenhower? 


CRITICS OF the new Administration (and the 50-50 
=s Congress which “Ike” has led so gently) charge that it has 
Y “done nothing.” 
N : Y a True, it hasn’t made sensational headlines, like the Bread- 
= Y t, ARTO ALR : and-Circus regimes of FDR and HST. However, the following 
j accomplishments have been achieved quietly. 


i 
a 


—." 


- SS ti | 1. Thrift now is popular—after too-long emphasis on 
SS “4 | spending. 
~s 
>All « —_; 2. Corruption has been driven out of government service. 
| Gediiam Holding an appointed office doesn’t comprise a license to steal 
any more. 
3. Along with efforts to get our government out of the 


red, strenuous efforts to get the Reds out of our government 


\ have been made. 

| 4. There’s a business-minded administration in Washington 

: now, instead of an anti-business atmosphere. 

i! 5. Sensible American attitudes toward foreign policy have 

: appeared. 

Ht 6. Congress is functioning as an equal, coordinate branch 
= it of the government, instead of rubber-stamping the White House. 
io if Eisenhower is a cooperator, not a dictator. 

50 siete i} | 7. Respect for States Rights has returned. After 20 years 

a Ses 5 fi during which the Federal Government has become more and 

i ‘ A fs Brey more centralized and powerful, this dangerous trend has been 
Ss ee 


arrested. 


8. People trust Ike. They may not agree (as this writer 
doesn’t) with everything he says and does, but they give him 
credit for sincerity and loftiness of purpose. 


Look at the record | 9. Jobs are abundant at record high pay. Nearly every- 
_ body who wants to work can. 
10. In Korea the fighting has stopped. 


before you buy any defrost system Nearly all of us are prospering under a Republican govern- 


_ment. Troubles that union leaders predicted for the nation’s 


\iLdidididililidlilitiailili@éilaaaaaiéidéié da 


For eight years THERMOBANK has been the unquestioned _workers have not materialized in the first six months of the 
_ Eisenhower Administration. Taxes haven't been lowered. But pro- 
standard for low temperature automatic defrosting. Significant | gress is being made in all directions. (Prices aren’t rising, for 


instance. And government spending has been slashed.) 


Give the newcomers time to learn their jobs, we say. 
Eventually they’ll do us proud. 


improvements over the years have made THERMOBANK even 


better. 


“He who is slow in making a promise is the most faithful in 
performing it.”—JEAN JACQUES ROUSSEAU. 


If you look at the record of thousands of successful installations, 


you, too, will join the leading refrigeration experts specifying 
Keep on going—and the chances are that you will stumble on 
something worthwhile, perhaps when you are least expecting it. 
_I have never heard of anyone stumbling on anything sitting down. 

WRITE FOR BULLETIN R-124 _—CHARLES F. KETTERING. 


Kramer THERMOBANK. 


The chief lesson I have learned in a long life is that the 
only way to make a man trustworthy is to trust him; and the 
surest way to make him untrustworthy is to distrust him and 
show your mistrust.—HeENry L. STIMSON. 
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1HOME 
FREEZERS 


& FARM 


Personalized Calendar, Premiums Spur 
Freezer Owners To Turn In Prospect Names 


MILWAUKEE — By delivering a 
copyrighted, personalized calendar of- 
fering premium gifts to each newly 
registered Ben-Hur freezer owner, 
sales manager R. C. Graves of the 
Ben-Hur Mfg. Co. expects to build 
large prospect lists for local dealers. 

Ben-Hur is sponsoring and paying 
the complete cost of the program, 
Graves says, without calling on dis- 
tributors or dealers for any direct or 
implied help. 

“By reducing the time spent can- 
vassing cold leads,”” the sales man- 
ager commented, “the Ben-Hur 
Freezer Club shapes up as a profit- 
able expansion of the retail dealer's 
sales force.” 

Attractive personalized premiums 


are offered the owners who submit 
names of prospects who buy. Illus- 
trated prize lists are enclosed in the 
pocket of the calendar, which arrives 
with the current month showing. 

A sheet of four prepaid post cards 
is found under the top month. By re- 
turning these cards with prospects’ 
names Mrs. Ben-Hur Owner starts the 
wheels moving toward prizes for her- 
self. For each of her prospects who 
buys, she is given a prize that would 
retail for $5 to $10. 

Mechanics of the program were de- 
veloped by Graves and Paul Miles of 
Brown & Bigelow, advertising spe- 
cialty suppliers. The program is ex- 
clusive with Ben-Hur in the freezer 
industry and protected by copyright. 


Prospect's Name 


BEN-HUR PROSPECT CARD 


| submit the following name as a prospect for a Ben-Hur Freezer: 


+ 656-9 6-48-6.846'6 284 OP OASS OLA ETP REA SEE ESBS SOTO OS 


| er eee rr eee eee Tee Ee Te ee Te tre re ee 
ab etka ded beck whe heed ek ae a rors pee 
Se CUE 5 dow e.cchs ews dak eye bs ha bate vine ee eub es eer 
SECS TEST ST Tae PET TE LS TORE LET SOT eT TC CT ET TT. SF 
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ok Te Te ee oT eee TS ery ee eC RET eR TS 
ee eee ee ee ee ess ee oe ee ae 
| would prefer the following prize when prospect buys: 

[] Windmaster [] Playing [_] Pen and [_] Telephone 

Lighter Card Set Pencil Set Index 


Ben-Hur Appoints R. C. Deuster 
Milwaukee District Sales Mgr. 


MILWAUKEE--Ralph C. Deuster 
was appointed recently as Milwaukee 
district sales manager for Ben-Hur 
home freezers. 

General Sales Manager R. C. 
Graves says that Deuster will cover 
Wisconsin and upper Michigan for 
Ben-Hur, working with the distribu- 
tor for that area, John Pritzlaff 
Hardware Co. of Milwaukee. 

Deuster joins Ben-Hur after six 
years as district sales manager for 
radio, television, and traffic appliances 
at General Electric Supply Co. in 
Milwaukee. Before that he was on the 
Red Star Yeast & Products Co. sales 
staff. 

He will headquarter at the Ben- 
Hur factory sales Bice here. 


USDA Nutrition Bureau 
Offers 2 Slide Films on 
Freezing Fruits, Vegetables 


WASHINGTON, D.C.—-The Bureau | 


of Human Nutrition and Home Eco- 
nomics of the United States Depart- 


ment of Agriculture has two colored | 


slide films with lecture notes on home 
freezing methods, 
nounced recently. 
These are: 
and Peaches” (c-30), and “Freezing 
Broccoli and Corn on the Cob” (c-29). 
These slide films have 35 double 


frames. price $4 per film. Anyone de- | 
siring them should send their order, | 
accompanied by remittance, direct to 


and made payable to Photo Lab, Inc., 
3825 Georgia Ave., 
ton 11, td C. 
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Every type of display case. 


Vegetables, 
and 


For Meats, 
Fish, Delicatessen 
Dairy Products. 


Self-Service and 
tional cases. 


conven- 


Variety of sizes and end- 
less models for any store 


layout. 


Economical and Efficient. 


Disploys that Sell. 


... $end for details of this Victor Triple-Deck Merchandiser 
and other items in the 


Victor line that mean More Sales 


.. More Profitable Sales for You 


VICTOR PRODUCTS CORPORATION 
HAGERSTOWN, MARYLAND 


MANUFACTURERS OF THE FAMOUS VICTOR “Quicxrenezens — 


Wholesale Cuts Termed 
Better Than Quarters, 
Sides for Freezer Users 


CHICAGO—-A trend among meat 
retailers who specialize in selling 
meats for home freezers to dis- 
continue, at least partially, the prac- 
tice of selling sides and quarters of 
beef was noticed recently by C. C. 
Bowes, director of the meat division 
of the National Association of Retail 
Grocers. 

The reason given, he said, is that 
few families use steaks, roasts, pot 
roasts, and stews in the exact ratios 
found in a quarter of beef. 

“These retailers are promoting, in- 
stead, wholesale cuts which give a 
homemaker much closer control over 
her freezer inventory,” he said. 

Another advantage of selling whole- 
sale cuts, Bowes added, is the fact 
that the retailer can meet competitive 
prices more easily, for he can buy 
each cut from the packer who has it 
in surplus supply. 

“A packer selling to hotels and 
restaurants usually sells all the ribs 
and loins he can get, and at prices 
much higher than retailers can af- 
ford to pay,” he said. 

“However, this packer usually has 
plenty of rounds, chucks, plates, and 
similar cuts he can offer to retailers 
at reasonable prices. 

“On the other hand, the packer 
who has no hotel and restaurant 
trade usually has difficulty getting his 
money out of ribs and loins. This is 
the kind of packer who usually 
supplies these cuts at the best prices. 


“Perhaps the most important ad- 


the bureau an- 


“Freezing Strawberries 


N. W., Washing- | 


Write today for an appointment 
to see this shelf. 


vantage of buying this way is that 
cuts can be bought in the ratios 
which consumers want them,” he 
said. “The manager can buy two 
plates for every 10 briskets, or one 
loin to every five chucks, if these 
are the ratios in which they sell best.” 


G-E Pocket Calculator 


Figures Freezer Space 


LOUISVILLE, Ky.-—-Is there room 
for a large freezer? And how many 
wall cabinets can you put over it? 

To provide ready answers to these 
and other kitchen-planning questions, 
General Electric Co.'s Major Appli- 
ance Div. has made available to 
dealers a handy, pocket-size space 
calculator for G-E kitchen and laun- 
dry appliances. 

The calculator, called the “Speedy 
Spacer,” lists the widths and heights 
(other than the standard 36-in. 
counter top height) of all G-E major 
kitchen and laundry equipment. It 
also shows at a glance just how 
many and what size wall and base 
cabinets will fit any given space from 
12-in. to 96-in. widths. 

A white card listing the informa- 
tion is pulled through a durable card- 
board envelope which is open at each 
end. The specific information desired 
is read through small “windows” 
labeled “space to be filled,”’ “wall or 


base cabinets required,” and “extra 
filler required.” 
The Speedy Spacer is 644 by 3 in. 


Its blue and white finish is soil-re- 
sistant. 

Dealers can secure the calculator 
from their General Electric major 
appliance distributor. 


and easy to clean. 


the life of the cabinet. 


7 to your cabinet. 


=~ 


NEW SALES APPEAL 
You only have to look at an upright freezer equipped with 
Kold-Hold Shelves and you will see their sales-producing ad- 
vantages. They add beauty, convenience, simplicity to a freezer 
and provide an expanded-metal surface that is flat, sturdy, 
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Amana Names Distributors 
In Lovisiana, Canada 


AMANA, Iowa — Distributors to 
handle Amana freezers in two prov- 
inces of Canada and in Louisiana 
have been appointed by Amana Re- 
frigeration, Inc. 

Graybar Electric Co., Shreveport, 
La., will cover the 28 counties in the 
northern half of Louisiana. Barney 
F. Benning is manager of this Gray- 
bar branch and B. J. Stevens is oper- 
ating manager. 

White Hardware, Ltd., Toronto, 
will distribute Amana _ freezers 
throughout Ontario except for the 
western section. Officers of White 
Hardware are: G. Chater, president 
and general manager; R. Chater, as- 
sistant general manager; L. Ross, 
secretary; E. Cotton, treasurer; and 
H. Scott, appliance division manager. 

Davies Electric Co., Saskatoon, will 
cover the province of Saskatchewan. 
Its officials are: G. C. Davies, man- 
aging director; S. J. Delayen, pro- 
duction manager; George Perry, sales 
manager; and J. I. Seierstad, credit 
manager. 


Wallace Represents Manitowoc 


MANITOWOC, Wis. - Wallace 
Hardware Co., Inc., Morristown, 
Tenn., has been named distributor for 
Manitowoc upright freezers, reports 
E. E. Cole, Manitowoc eastern sales 
manager. 

The firm will distribute Manitowoc 
freezers in western North Carolina, 
southwest Virginia, and eastern Ten- 
nessee. 

The 31-year-old company handles 
hardware and farm machinery as 
well as electrical appliances. 


AT A NEW LOW COST 

Kold-Hold Shelves cost far less initially than conventional makes. 
Their simplified design eliminates complicated tooling and man- 
ufacturing procedures which add to the cost of other designs. 


WITH SUPER EFFICIENCY 

The new Kold-Hold Shelf provides faster pull down and freezing 
than any refrigeration plate or shelf presently made. This is 
due to its unique construction of expanded metal and tubing 
which induces both conduction and convection of heat plus the 
wiping action of air around its multiple surfaces. 


AND DEPENDABLE PERFORMANCE 

Kold-Hold shelves will provide trouble-free service throughout 
They are assembled by brazing in con- 
trolled atmosphere to keep the refrigerant passage clean, dry 
and free of leaks. This method of construction has been proven 
dependable in the many component parts manufactured by 
Kold-Hold during the last 25 years. 


GET THIS ENGINEERING ASSISTANCE 
Refrigeration engineers, who have developed many advanced 
refrigeration products, will help you with a design best suited 
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What's New 


When requesting further information on new 
products, please use “Information Center” form. 


Superstar Grillette Can 
Cook Whole Meal at Once 


KEY NO. C-810-———— 


LONG ISLAND CITY, N. Y.— 
Combining the features of a rotis- 
serie and broiler with the convenience 
of open-top cooking is the Superstar 
automatic unit manufactured’ by 
Stern-Brown, Inc. 

A three-heat switch control for 
barbecueing, roasting, or broiling 
gives the heat need for each of the 
cooking operations. An automatic 
timer can be set to shut off current 
when food is ready. 

Superstar has a separate motor 
switch for barbecueing or roasting, 
two aluminum trays, and adjustable 
broiler tray positions. Broiler tray 
racks are removable for easy clean- 


One Thermostat Controls 
Both Cooling, Heating 


KEY NO. C-811 


GLENDALE, Calif.—- With some- 
thing like 30 manufacturers already 
active in the booming field of year- 
round residential 
air comfort, Gen- 
eral Controls Co. 
has developed a 
new two-way ther- 
mostat for’ the 
dual purpose of 
controlling air 
conditioned tem- 
peratures in sum- 
mer as well as 
warmth in winter. 

The new T-70H 
General Controls thermostat, almost 
identical in room appearance with 
the company’s flush-design winter 
weather thermostat, has a three-posi- 
tion switch with “Off,” “Heat,” and 
“Cool” settings. 

In cold weather, the “Heat” posi- 
tion regulates furnace output just as 
a conventional thermostat. In hot 
weather, the “Cool” position and the 
temperature regulating dial signal 
room temperatures to air condition- 
ing controls. 

It reduces installation costs with a 
four-wire, low-voltage thermostat 
cable which connects with both heat- 
ing and cooling controls. 


Six Models of Packaged 


Cooling Towers Offered 


KEY NO. C-812 


DALLAS—Six new models of 
“Therm-O-Jector” one-package cool- 
ing towers are now being offered by 
Imsco Mfg. Co., a division of Indus- 
trial Maintenance Service, Inc., Dal- 
las. 

The new models are for 3, 5, 7%, 
10, 121%, and 15-ton capacity and are 
completely equipped and assembled 
at the Imsco factory, ready for in- 
stallation. 

The towers are built with gravity 
flow principle for quiet operation. A 
specially designed three-directional 
water distribution trough “eliminates 
the necessity for sprayer and makes 
a constant even distribution of 
water,” the company said. All metal 
is treated and covered with corrosion- 
resistant finish. 

One motor operates centrifugal 
blower and pump. Upward discharge 
of blower simplifies the installation. 
Motor and pump are mounted in en- 
closed compartment to protect from 
moisture. 


Halide Leak Detector Stem 
In Prest-O-Lite Outfit 


KEY NO. C-813-————— 


NEW YORK CITY—AIl the equip- 
ment required for accurate leak de- 
tection as well as the necessary heat- 
ing and brazing of refrigeration and 
air conditioning systems is included 
in the “Prest-O-Lite” refrigeration 
and air conditioning outfit introduced 
by Linde Air Products Co., a division 
of Union Carbide and Carbon Corp. 

The outfit gives the refrigeration 
serviceman a portable, all-purpose kit 
to handle any job he may meet while 
repairing or installing refrigeration 
equipment, the company says. 

The new supersensitive Halide leak 
detector stem in the outfit assures 
accurate and positive detection of re- 
frigerant gas leaks. It quickly locates 
leaks of such gases as “F-11,” “F-12,” 
“F-21,” “F-113,” “F-114,” and Car- 
rene; also methyl bromide (fumigant) 
vapors in air, where such concentra- 
tions are less than 10%. 

The Detector readily shows up as 
little as 20 parts of refrigerant gas in 
a million parts of air. Because of the 
sensitivity of the reaction plate and 
the flexibility of the 3-ft. suction hose, 


Auto Fan Uses Filter 
Paper Discs as Blades 


KEY NO. C-814——— 


NEW YORK CITY—A fan using 
filter paper discs as “‘blades’’ has been 
introduced by Chemex Corp. here. 

Known as the “Fahrenheitor Jet- 
tor,” the fan is available in three 
models, one being designed for in- 
stallation on automobile dashboards. 
A table and room model are also be- 
ing produced. 

Five circular filter paper discs are 
attached to the shaft of the fan 
motor, being separated by four thin 
spacers. Discs for the automobile and 
table models are 8% in. in diameter; 
17 in. or 20 in. discs are available. 

“The air in the space between two 
filter paper discs is thrown out cen- 
trifugally, leaving at the 360° jet- 
nozzle formed by the edges of the 
five discs. The vacuum produced by 
the centrifuged air is filled with fresh 
air entering axially through the entire 
surface of the two outside discs. The 
air gets filtered when passing through 


ing. 
—_ ——— 2 
| leaks can be located rapidly. these discs, according to Chemex. 
The outfit includes three torch “The Fahrenheitor, operated with 
YOU PROFIT BY stems to provide exactly the right 4 vertical shaft and placed anywhere 
flame for all open-flame soldering, in the room, at any desired level, will 
heating, and bending required on re-take in air vertically from above and 
frigeration equipment. vertically from below and throw it 
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ee the No. 401 Precision Handle. A built- from the intake plane.” 
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the handle saves time and fuel dur- an open window, it will simultane- | 
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the outfit includes the R-411B ace- The automobile model has a 6-volt 
tylene regulator, which maintains dc. motor (12-volt motors can be 
o selected pressure at the torch regard- ordered) and can be operated from 
in years less of tank pressure, and a 12% ft. the cigarette lighter through a spe- 
length of %,¢-in. acetylene supply hose. cial plug offered as an accessory. 
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Service & Supplies —— 


DURING the summer months when servicemen and contractors are 
too busy to attend meetings, Mueller Brass continues its educa- 
tional program by staging one-day stands at various parts 
wholesalers, Paul Domke and Guy Frizzell set up a portable 
board that shows just about every possible combination of controls 
ond hookups for a refrigeration system and, in addition, 
demonstrates soldering techniques. 

One of several such demonstrations given at various Detroit 
wholesalers recently was put on at J. M. Oberc's. In the picture 
below, the soldering of aluminum to copper as demonstrated by 
Domke arouses intense interest of Harvey Whitsett, Jr., Dr. S. M. 
Lewis, and Gilbert Stroh. In the other photo Frizzell is discussing 
some features of the demonstration board with Oberc. 
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AN EXCLUSIVE BETZ 
DESIGN FOR REACH-INS 


+ 


SEE THEM AT YOUR WHOLESALERS 


BETZ CORPORATION 


HAMMOND * INDIANA 


r : 
MODEL BTu's COlL LIST 
NO. @ 1° T.D.| C.F.M. SURFACE PRICE a 

A-115-C | 115 | 210 | 36.5Sq.Ft. | $ 87.00 ; 

A-150-C | 150 | 270 | 55.0Sq. Ft. 97.00 : 

A-190-C | 190 | 340 | 69.7Sq. Ft. 112.00 4 

A-260-C | 260 | 460 | 94.8 Sq. Ft. 128.00 ? 
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PRODUCTS 


Home Heating Controls 
Showing by G-E Has 
Musical Show Setting 


SCHENECTADY, N. Y.—General 
Electric’s appliance control depart- 
ment launched a year-long, coast-to- 
coast tour in July to introduce its 
new line of oil-burner controls to 
home heating dealers, contractors, 
and servicemen’ throughout the 
country. 

Scheduled to make more than 150 
stops, the “Bandwagon” will appear 
before an estimated audience of 
20,000 key people responsible for the 
selection and installation of domestic 
heating controls. 

The first showing was in Spring- 
field, Mass., July 28. The tour will 
visit such cities as Boston, New 
York, Cleveland, Chicago, Detroit, and 
St. Louis before winding up on the 
west coast next year. 

Against a background of giant 
models of the new controls, take- 
apart sessions familiarize the guests 
with the devices, and a newly com- 
pleted motion picture, “Control of 
Tomorrow,” is shown. 

Musical skits, comedy acts, bath- 
ing beauties, and magic tricks are 
interspersed in the fast-moving 2%- 
hour presentation which is centered 
around a ‘‘workshop” on heating con- 
trols. 

On stage for each show are an in- 
structor from the G-E appliance con- 
trol department, a local G-E sales 
representative, and a sponsoring heat- 
ing distributor or manufacturer. 

“Control of Tomorrow” isa 20- 
minute sound film portraying the 
benefits of ‘push-button’ living 


MUELLER BRASS CO. HELPS 
DRIVERS "KEEP COOL”’ 
ON HOTTEST 
SUMMER DAYS... 


brought about by increased mechani- 
zation and automaticity in the home. 
It reviews G.E.’s contributions to 
the electrical industry and heating 
control fields, and shows production 
features, laboratory testing facilities, 
and various types of new automatic 
machinery at the company’s Morri- 
son, Ill. factory headquarters of the 
appliance control department. 


Henry Valve Issues Price 
Schedules on Catalog Items 


MELROSE PARK, Ill. — Because 
its previously announced catalogs No. 
101 and 201 will not be available be- 
fore October, Henry Valve Co. has 
issued a new net price schedule on 
all items in Catalog 100 and Bulle- 
tin 700. Copies are available on re- 
quest. 


Humphreys Appointed Acting 
ASHVE Research Director 


DENVER—Appointment of Clark 
M. Humphreys as acting director of 
research for the American Society 
of Heating & Ventilating Engineers 
was made by the Council at its semi- 
annual meeting here upon recom- 
mendation of the committee on re- 
search. 

Since 1945 Humphreys has served 
as senior engineer and recently has 
supervised the work on the human 
calorimeter and the construction of 
the environment and odor rooms. 

In 1931 he became a member 
of ASHVE and served on the Council 
from 1936-38. Humphreys was chair- 
man of the Guide Publication Com- 
mittee in 1942, and has served on 
many of the research technical ad- 
visory committees. 


Peter Wesshanwen Is 
Vice President of Acme 


JACKSON, Mich.— The board of 
directors of Acme Industries, Inc., 
manufacturers of air conditioning & 
refrigeration equipment, has an- 
nounced the appointment of Peter A. 
Weatherwax as vice president and 
Frank M. Reed as secretary-treasurer. 

Weatherwax, formerly secretary- 
treasurer, will also function as assist- 
ant to the president. Reed was former- 
ly controller and assistant secretary- 
treasurer. 


Hajoca Appoints J. Tieger 
Heating, Cooling Engineer 


PHILADELPHIA — Jerome Tieger 
has been appointed heating and cool- 
ing engineer for Hajoca Corp., manu- 
facturer and wholesale distributor of 
plumbing and heating, industrial, and 
refrigeration supplies. 

Tieger is a graduate of Drexel 
Institute of Technology of Philadel- 
phia and since 1950 has been em- 
ployed at the corporation's Erie Ave. 
branch, Philadelphia, as a heating 
and air conditioning salesman. 

In the new position, Tieger’s serv- 
ices will be available to Hajoca’s 
34 branches in the promotion of 
summer and winter air conditioning 
installations. He will make his head- 
quarters in the heating department 
located at the corporation’s Erie Ave. 
branch. 


«JUST ASK US 
Turn to “What’s New” Page for 
useful information on new products. 


————_————— 


new air conditioning systems in America’s smartest cars 


incorporate MUELLER BRASS co. products 


Special equipment for many new cars this year includes a complete air-conditioning system so you can drive 
along in cool comfort with temperatures in the low 70's and the humidity down where it should be. 

These remarkable new air-conditioning systems were perfected only after years of research and field testing. 
Due to unusual problems involved, automotive air-conditioning systems demand component parts that 

will withstand road shock and stress not found in normal installations. The Mueller Brass Co. refrigeration 
products used in these systems more than meet those requirements and help insure the splendid perform- 

ance and unusual efficiency of these new units. 


Mueller Brass Co. makes a complete line of parts for virtually every commercial refrigeration need. 
Their valves, driers, strainers, liquid indicators, fittings and accessories including copper tube bends and 
coils fabricated to your specifications are well known for exceptional quality and lasting dependability. 


Your refrigeration wholesaler can supply you with Mueller Brass Co. parts and accessories . . . 
or write us today for complete information. 


Ports of the new automotive air-conditioning 


system shown in solid color in the diagram above 


ore produced by Mueller Brass Co. 


A-Compressor Valves, B—Check Valve, C—Fuseable Plug, 

D-Receiver Inlet Valve, E-Receiver Outlet Valve, F-By-Pass Line, 
G-Solenoid Valve, H-Wire from Control Switch, I-Liquid Indicator, 
3-Flore Fittings, K—Drier, L-Liquid Line, M—Return Suction, N-Strainer 


or Filter, O-Exponsion Valve, P-Line Valve, Q-Evaporator, 


R-Accumulotor 
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When service time comes around on 
these automotive units, your whole- 
saler’s complete stock of Mueller 
Brass Co. ports and accessories 
will help you meet those future 
service calls. 
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Current 


N@ LITERATURE 


To obtain further information on the literature listed below, 
please refer to key number preceding listing. Please use the 
“Information Center” form on “What’s New” page. 


Abbeon Answers Questions 
About Dehumidification 
KEY NO. 0-810-———— 


JAMAICA, N. Y.—-A new informa- 
tion bulletin (No. 374) on “Dehumidi- 
fication Problems, Answers, and 
Equipment for Industrial Plants and 
Home Requirements” has been an- 
nounced by Abbeon Supply Co. here. 

The bulletin answers nine of the 
most commonly asked questions 
about dehumidification and offers 
some recommended humidities for 
various industrial processes. 

Two of the four pages give data on 
the various dehumidification products 
the company makes. 


‘Pipefitters Handbook’ 
Gives Answers To Problems 


KEY NO. 0-811 


NEW YORK CITY “Pipefitters 
Handbook” is the title of a newly 
published book compiled by Forrest 
R. Lindsey, a pipefitter with 35 years 
experience. The handbook, published 
by the Industrial Press here, is de- 
signed to enable the fitter to solve 
problems in the shop or field in con- 


nection with pipe bending, offsetting, 
mitering, layout, fittings, and valves. 

Consisting of 282 pages of 4 by 7 
in. size, the Pipefitters Handbook is 
bound in flexible maroon fabrikoid 
with rounded corners and stamped in 
gold. Price is $6. 

The book is devoted largely to 
worked out figures for solution of 
pipe fitting problems. But basic 
formulas are included for cases where 
the tables do not give the answer. 
Also included are sections on mathe- 
matical and miscellaneous data and 
a pipefitter’s dictionary. 


‘Skil Saw Problem Solver’ 
Lists Cutting Applications 
KEY NO. 0-812 


CHICAGO—-Skil Corp., manufac- 
turer of portable electric and pneu- 
matic tools, has published a 24-page 
manual on cutting applications with 
a portable power saw. 

The new “Skil Saw Problem 
Solver” lists 30 different materials 
and the most effective method of 
cutting them with a portable power 
saw. Information includes’ proper 
blade selection, proper cutting tech- 
nique, and helpful hints. 


G-E Offers Architect's 
Guide To Heat Pump 
KEY NO. 0-813-———— 


BLOOMFIELD, N. J.— A new 
illustrated booklet which shows how 
the G-E heat pump can help the 
architect design his homes has been 
announced as available by the Gen- 
eral Electric Co. 

Called the “Architect's Guide To 
The General Electric Heat Pump,” 
the booklet graphically tells how the 
all-electric, year-round air conditioner 
permits unusual design flexibility. 

It describes the advantages of the 
heat pump, how it fits into a variety 
of architectural plans, and contains 
application hints and a question and 
answer section on the G-E heat pump, 
as well as other features which make 
it a useful reference for the architect, 
builder and engineer. 

The guide is available upon request. 


Tell ’Em and Sell ‘Em Book 
Gives 3 Washer Sales Talks 
KEY NO. 0-814——— 


ST. JOSEPH, Mich.—‘‘Tell ‘Em and 
You'll Sell ’Em,” a 4% by 7%-in. 
pocket-size training booklet contain- - 
ing three timed sales presentations, 
has been distributed to more than 
17,500 dealer salesmen by Whirlpool 
Corp., it was announced recently by 
sales manager John M. Crouse. 

Designed basically as an aid in 
selling Whirlpool deluxe automatic 
washers, the booklet contains three 
“sales clinching’’ demonstration talks 
of three, 10, and 30 minutes duration. 

During the 10 and 30 minute dem- 
onstrations, 17 “most wanted fea- 
tures” of an automatic washer, as 
exemplified by Whirlpool, are com- 
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Here’s the onswer to simple, efficient, economical year ‘round air conditioning 


The 


REMOTAIRE 


by American-Stardard 


a new remote type unit 


for 


multi-room installations 


Heats in 


Winter 
Cools in Su 


conditioning for central plant 


installations. 


The Remotaire, as part of a Remotaire system, 
uses chilled water from a central water chiller 
for cooling and hot water from a central heating 
plant for heating. Individual control of each 
unit allows the occupant to choose the room 
temperature that suits him best without affect- 


ing adjoining spaces. 


The Remotaire is enclosed in an attractive 
cabinet of sturdy, reinforced steel—plus a rein- 
forced air grille—which adds to permanence 
and long-lasting beauty of unit. Designed for 
location under windows, this unit can be free 


standing or recessed into wall 4 inches. 


$4 : —— 


LOCATION READY for Remotaire 
shows wall aperture, water supply, 
return, and condensate pipe stubs, 
and plug for electrical connections. 


As shown in the pictures above, the Remotaire, as part 
of a Remotaire Wall Aperture System, can be readily 
installed in the average building since piping connec- 
tions are the principal installation requirement. Venti- 
lation air is introduced through a small wall aperture 
behind each unit thus eliminating use of large, expen- 
sive, space-consuming ductwork. Other Remotaire sys- 
tems, using other methods of ventilation, are ideal for 


mmer 


@ The Remotaire is an individual room, re- 
mote type unit for providing year ‘round air 
multi-room 
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REMOTAIRE is set in place and lev- 
eled. Piping and electrical connec- 
tions are made and pipe insulation 
applied. 


modernization as well as new construction. Write for 


Remotaire Brochure, Form 298. 


Americon Radiator & Standard Sanitary Corporation 
P. O. Box 1226, Pittsburgh 30, Pennsylvania 


oe er 
7 2 ph ae 


Rn a a ae ee eS ee orn = i ae ene 
SL ELE SP aE ee Re De ee ee ee 


hy Fahy + pug 


For hotels, motels, apartments, hospitals, 
industrial buildings and other types of installations. 


The REMOTAIRE Wall Aperture System is ideal for New Construction 
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HERE 1S THE REMOTAIRE ( with panels 
removed) showing the piping and 
electrical connections and pipe in- 
sulation completed. 


American-Stardard 


OOLING 


G-C 
a. 


. 
— 


Serving home and industry: 


ev -(SP—> 


AMERICAN - STANDARD 
DETROMT CONTROLS 


AMERICAN BLOWER + CHURCH SEATS & WALL THE 
* KEWANEE BORERS - ROSS EXCHANGERS 


pared with an average of only two 
of these features found in 12 other 
well-known brands. Competitive brand 
names are not revealed. 

Each demonstration talk coincides 
with the actual operation of an auto- 
matic washer installed in the dealer’s 
showroom. The 10 minute presenta- 
tion uses the theme, “10 Minutes For 
10 Years ... trade 10 minutes now 
to save 10 years of washing drudg- 


ery.” 


Water System Problems 
Answered In Myers Booklet 
KEY NO. 0-815——— 


ASHLAND, Ohio — Four major 
problems confronting prospective 
purchasers of water systems are an- 
swered in the booklet, “Your New 
Water System,” just published by 
The F. E. Myers & Bros. Co. here. 

Designed to give helpful hints to 
all water system buyers, the illus- 
trated booklet is of particular inter- 
est to city dwellers who are con- 
templating building in the country 
and who will be owning their own 
water system for the first time. 

Among the problems covered in 
the booklet are how the system 
should be selected, how it should be 
made, the proper methods of in- 
stalling a system and the care it will 
need. 

The booklet is available free of 
charge from Meyers dealers or by 
writing the manufacturer. 


Bulletin Describes New 
Marlo “Thrifti-Tower’’ 
KEY NO. 0-816—— 


all features, data, and dimensions of 
the new Marlo “Thrifti-Tower,”’ small 
cooling tower for commercial and 
residential air conditioning systems, 
has just been published. 

The “Thrifti-Tower” has recently 
been put into production to meet the 


rapidly expanding needs in the home ' 


air conditioning market. 

The bulletin covers all perform- 
ance characteristics, and includes a 
data and dimension chart giving 
pump sizes, water flow, motor horse- 
power, shipping weight, and dimen- 
sions on units ranging in size from 2 
to 16 tons. 


P-K Catalog Covers Water 


Heaters, Heat Exchangers 
KEY NO. 0-817 


EAST STROUDSBURG, Pa.—The 
Patterson-Kelley Co., Inc., announces 
a new 16-page general catalog cover- 
ing hot water storage heaters and 
heat exchangers. 

The bulletin will be of value to 
engineers in laundries, restaurants, 
institutions, food and chemical pro- 
cessing plants, textile plants, hotels, 
office buildings, power plants, and 
wherever heat exchange equipment is 
used. It covers more than a dozen 
types of hot water storage heaters 
and heat exchangers. 

Tables enable selection of the 
correct equipment for given operat- 
ing condition. For example, tables on 
P-K Instantaneous Water Heaters 


© 
ST. LOUIS—A bulletin describing 


give selection data on 2, 4, and 6-pass 
U-tube heaters having capacities to 
66,500 gals. per hour at steam pres- 
sures of 0, 5, and 10 p.s.ig., with 
water temperatures from 40° to 100° 
F. inlet and 80° to 220° F. outlet. 
Typical examples demonstrate use of 
the tables. 

To aid still further in the selection 
of proper heat-transfer equipment, 
four additional bulletins are offered 
covering applications on which more 
specialized information may be re- 
quired. 


Consumer Folder Promotes 
Titus Perimeter Diffuser 
KEY NO. 0-818g——— 


WATERLOO, Iowa—First piece of 
consumer literature on the Titus 
perimeter diffuser was published re- 
cently by Titus, Inc. here. 

The four-page illustrated folder ex- 
plains how the Titus perimeter dif- 
fuser eliminates forced air drafts 
from the home and the advantages 
that it offers. 


Wide Variety of Fountains 
Pictured In S. & R. Catalog 
KEY NO. 0-819——— 


NEW YORK CITY—S. & R. Soda 
Fountain Mfg. Co. here has prepared 
a new hot-weather catalog featuring 
photographs of a wide variety of 
soda fountain units in the new line 
of standard models. 

S. & R. specializes in the custom- 
manufacture of any style of soda 
fountain to specifications. 


LARKIN HUMI-TEMP UNIT 


For clean, smart lines, satin-smooth 
finish, harmonious color and over- 
all good looks—Larkin leads. Be- 
hind this beauty is the quality and 
performance that keeps Larkin 
out in front! ae 


Manufacturers of the original Cross-Fin Coil 
* Humi-Temp Units ¢ Frost-O-Trol Hot Gas 
Defroster ¢ Evaporative Condensers « Cooling 
Towers « Air Conditioning Units and Coils 
¢ Direct Expansion Water Coolers ¢ Heat 
Exchangers © Disseminator Pans. 


WATCHDOG OF THE NATION'S FOOD SUPPLY 


‘CARKIN Coils 


FF 519 MEMORIAL DR.,S.£. + ATLANTA, GA. — 


Frick “ECLIPSE” compressors Handle Air 
Conditioning Work with Extra Economy: ask 
for details 


Fr 


WAYNESBORO, PENNA 


The Glenn L. Martin Company, builders of 
"Matador" bombers, "404" transports, and 
other famous planes, uses 27 Frick compressors 
for air conditioning and special cooling services 
in its great plant at Middle River, Md. These 
machines have been installed over a period of 
16 years by the Paul J. Vincent Co., Frick Dis- 
tributors in Baltimore. 


For the last word in dependability and con- 
venience, specify Frick air conditioning, refrig- 
erating, ice making and quick-freezing equip- 
ment. Let us quote on your cooling needs NOW. 


DEPENDABLE REFRIGERATION SINCE 
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Also Builders of Power Ferming and Sawmill Machinery 
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Design for Efficiency 


Distributor’s Office- Warehouse Uses Installations 
For Display, Keeps Customer, Product Traffic Moving 


CLEVELAND—Aiming at maxi- 
mum efficiency in its warehousing 
and other operations, Refrigeration 
Sales Corp. took several factors into 
consideration when it remodeled the 
five-story building recently occupied 
in the heart of downtown Cleveland. 


As northern Ohio distributor for 
Norge appliances, Carrier air condi- 
tioning, and Stromberg-Carlson tele- 
vision, the company has combined its 
entire sales, engineering, and ware- 
housing activities under one roof, 
points out Warren W. Farr, presi- 
dent of the firm. 


“Two men and one supervisor now 
handle all the receiving, shipping, 
and warehousing of appliances and 
air conditioning, and this further 
gives us complete control over these 
operations,” Farr comments, to cite 
one example of improved facilities. 


MEZZANINE OFFICE SPACE 


As originally laid out, the build- 
ing had four floors and a basement, 
each floor having a ceiling height of 
21 ft. The height is ideal for ware- 
house space, but this seemed exces- 
sive for offices. To gain additional 
floor area for office space, a mezza- 
nine was constructed over the area 
on the first floor previously used for 
offices. 

With this arrangement, sales and 
accounting offices are now located on 
the mezzanine floor, along with a 
conference room. All service and en- 
gineering operations are on the first 
floor. 

Directly inside the front entrance 
is the counter for service parts. 

“Having the counter just inside the 
door makes it convenient for these 
customers and also avoids any possi- 
ble interference with office operations 
and appliance displays,” Farr points 
out. 

The parts department, which stocks 
some 6,000 items, extends back and 
has another counter at the rear 
which is accessible from the shipping 
department. 

Front section of the first floor is 
devoted to a “jewel box’”’ display win- 


ee 
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manufacture to your specifications. 
furnished without obligation. Write for catalog. 


DIVISION of THE SERR 


dow and floor displays of appliances, 
plus lobby area. 

Also on display here, as it were, is 
a 10-ton Carrier air conditioner serv- 
ing the office and display areas on the 
first and mezzanine floors. This is 
built in and painted to harmonize 
with the lobby. 


EVEN CEILING IS USED FOR 
DEMONSTRATION 


Ceiling of the lobby area also pro- 
vides a demonstration installation of 
the corrugated luminous plastic ma- 
terial, which according to Farr, is 
becoming increasingly popular for air 
conditioning. 

The plastic material, which rests 
on supports, forms a false ceiling 
above which are located light fix- 
tures, air conditioning ducts and 
outlets, sprinkler heads, etc. 

Corrugations give extra strength to 
the material, which is paper-thin, 
and allows the air to enter the space 
below. It’s translucent enough to 
pass plenty of light, and will melt at 
140° F. in case of fire, permitting 
the sprinklers to go into action. 

In contrast to the arrangement in 
its previous building, and _ unlike 
many distributors, Refrigeration Sales 


has little display space for appliances « 


on the first floor. 


THIRD FLOOR FOR MORE 
APPLIANCES 


“If a dealer wants to see additional 
appliances or models, we take him 
up to the appliance warehouse on 
the third floor,” Farr explains. “This 
proves very impressive to dealers, 
some of whom apparently believe 
the distributor does nothing but take 
orders. Here we normally carry 500 
to 600 appliances,.” 

The limited display area on the 
first floor, Farr also indicated, can 
be kept “active’’ more easily. One or 
two items can be featured and pro- 
moted for a short time, and then be 
replaced by other appliances. 

“The small display space also ties 
up less merchandise,” he remarked. 

Appliances are brought up to the 
third floor on a front elevator, which 


MOULDINGS, STAMP- 
INGS, ASSEMBLIES. 
Complete Facilities for 
Buffing, Electrolytic 
Polishing, Welding, 
Forming and Alumi- 
num Anodizing. 


Functional and decorative mouldings by JOHN LEES will 
give your product that extra eye appeal which makes 
it stand out wherever it is displayed. That means more 
Let us supply you with standard mouldings or 


Recommendations 


is just 15 ft. back from the loading 
area at the rear of the building on 
an alley. 

The loading dock has been fitted 
with special flaps to make unloading 
from semi-trailers a quick matter. 

“Two laborers using fork lift 
trucks have unloaded complete truck 
loads of refrigerators in 35 to 40 
minutes, just half the time it used 
to take at best,” Farr commented. 


LIFT TRUCKS PERMIT STACKING 


The lift trucks permit stacking 
refrigerators two high, smaller appli- 
ances such as ranges, etc., three high 
in the warehouse. Sometimes, of 
course, a “hot” item will be put 
directly on delivery trucks instead of 
going into the warehouse. 

Top floor of the building is em- 
ployed chiefly for warehousing air 
conditioning equipment, with some 
of the equipment here being handled 
under Carrier's Douglas Guardian 
bonded warehouse plan. 

Also on this floor are accumulated 
various parts being collected for jobs 
yet to be installed. All the packages 
of parts and components, and there 
can be many of them on a large air 
conditioning or commercial refriger- 
ation installation, carry a job num- 
ber. These packages are grouped on 
the warehouse floor according to the 
job number, and thus can be quickly 
checked. 


SECOND FLOOR FOR PARTS 
AND SUPPLIES 


A large section of the second floor 
is used for warehousing parts and 
supplies. 

Part of the basement area is being 
used for repair work and has some 
shop facilities. Farr indicated, how- 
ever, that the company is doing less 
and less shop repair work. 


SOME DISPLAY area is 


provided, but most of 
first floor is devoted to 
offices and parts. If 


dealer wants to see more 
appliances, he's taken to 
third floor warehouse. 


a 


MODERN WAREHOUSING 
techniques provide’ im- 
proved efficiency in new 
Cleveland location of 


Refrigeration Sales Corp., 


appliance and air condi- 


tioning distributor. 


PARTS COUNTER is con- 
veniently located just in- 
Note 
condi- 


side front door. 


also Carrier air 
tioning unit and demon- 
stration installation of 


Luminous plastic ceiling. 
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ECTRIC 


APPLIANCES 


"Cleaner!" "Whiter!" Quicker!” Those sprightly 
soap jingles would be meaningless, without the 
help of the modern washing machine! 


The greatest compliment a housewife pays 
her washing machine is that she takes it for 
granted. She pushes a button... it operates 
automatically. On many of America's best known 
washers and driers that button starts an Emerson- 
Electric motor. 


A background of 63 years of motor manu- 
facturing experience stands behind Emerson- 
Electric motor design and production, offering 
the right motor for every job, in ratings from 
1/20 to 5 h.p., or hermetic motors ¥% to 20 h.p. 


Consider the advantages of Emerson-Electric 


motors when planning your long-range pro- 
gram for top-flight leadership ratings on your 


equipment. 


THE EMERSON ELECTRIC MFG. CO. 
St. Lovis 21, Mo. 


HERMETIC 


MOTORS 
Ye to 20 H. P. 


We offer manufacturers of hermetically sealed 
units a broad background of engineering 
experience in hermetic motor design. We also 
have unequalled facilities for the production of 
hermetic motor parts. Cooperative engineering 
service available without charge. 
Write for Bulletin No. 432. 
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8 Steps In Replacing 


6. The dehydrator installed in the 
liquid line should be new and of the 


Brownsville Is Seeking 
Refrigeration Consultant: 


BROWNSVILLE, Texas—A current 
and continuing survey of business 
and professional vacancies in Browns- 
ville indicates an opportunity for a 
consulting engineer specializing in re- 
frigeration problems, the Brownsville 
Board of City Development has an- 


HOW TO APPLY VALVES 


By A-P Controls Corp., Milwaukee 


Continuing the series on valve application data, this is the 
second instalment dealing with evaporator pressure regulating 
valves. The articles are based on excerpts from the “Product 
Application Manual” of A-P Controls Corp. and are published with 


Remote Type Units size recommended by its manufac- peared permission. 
When connecting a new remote it —— —— The local boom in the frozen-food Two- 7s 
type compressor or condensing unit 7. Connect the liquid line to the packing industry and the tremendous 
to an evaporator and lines that have ane valve on the receiver and the increase in commercial fishing which High Low 
been previously used, the following «tion line to the suction line valve ®4ve made Brownsville “the shrimp Temperature } coe nyo 
procedure is recommended by Tecum- on the compressor. capital of the hemisphere” have re- Evaporator 
seh Products Co.: 8. Wash the expansion valve with sulted in a correlated increase in _ Vressure 
1, Remove the expansion valve . jvent and clean the screen if neces- ©2ld-storage problems. Thpanet ve Valv Contro 
from the evaporator. sary. Reinstall the expansion valve Packers and businessmen consulted Vehe 
2. Using a small funnel, pour a and tighten all connections. in the survey pointed out the need ‘ 
good oil solvent such as carbon tetra- for a qualified refrigeration consult- I. 
chloride or ‘‘Freon-11" into the evap- ant in the area. The Board of City 7-— 
orator inlet. The amount will depend Larsen Named Director Development offers maximum aid St 
on the size of the evaporator, but the and information to interested parties. 
washing must be thorough. Of M-H Research Condensing Motor 
ee 


3. Connect the liquid line to the 
evaporator without the expansion 
valve and to a drum of dry anhydrous 
nitrogen so you can blow the solvent 
through the evaporator and suction 
line. 

4. Put the suction outlet in a con- 
tainer to catch the liquid. Blow the 
coil out with a good pressure and 
force. Add some more solvent to the 
liquid line inlet and repeat until the 
solvent comes out clean. 

5. After doing the above let the 
dry nitrogen sweep through the liquid 
line, evaporator, and suction line for 
half an hour. The velocity should be 
just enough that it can be felt an 
inch from the outlet. This will pick 
up any moisture that may be present. 
Be very sure that the nitrogen is 


MINNEAPOLIS — Appointment of 
Dr. Finn J. Larsen as director of re- 
search for Minneapolis-Honeywell 
Regulator Co. was announced recent- 
ly by William J. McGoldrick,. vice 
president. 

Dr. Larsen, a member of the com- 
pany’s research and engineering or- 
ganization since 1948, succeeds Dr. 
Waldo Kliever who has resigned to 
accept a position with another com- 
pany. 

Since 1952, Dr. Larsen has been 
director of ordnance engineering for 
Honeywell, supervising the work the 
company’s expanded ordnance divi- 
sion has been carrying out in the 
development of fire control systems 
for tanks and other control devices in 
the fields of radio activity. 


Halmer Appointed Plant 
Manager of Odin Stove 


ERIE, Pa.—-R. G. Halmer has been 
appointed plant manager of Odin 
Stove Mfg. Co., it was announced re- 
cently by D. O. Tomlin, president of 
Odin and of Dearborn Stove Co. of 
Dallas, new owner of Odin. 

Halmer came to Odin in 1922, when 
he was 16 years old, as an apprentice 
stove mounter. He progressed rapidly 
through a succession of jobs leading 
to shipping clerk foreman. He held 
this post for 14 years. Because of his 
broad experience in the production of 
stoves, he also assisted with the in- 
plant training of new salesmen. At 
the end of World War II, Halmer was 
promoted to plant superintendent. 


FIG. 6 shows the hookup of a conventional two-temperature refrigeration system. The 


evaporator pressure regulating valve is 


Evaporator Pressure 
Regulating Valves (2) 


The Model 235S Evaporator Pres- 
sure Regulating Valve is a metering 
(modulating) valve installed at the 
outlet of the evaporators which must 
be maintained at a higher average 
temperature than the balance of the 
low sides in the system. 

The valve is responsive to pressure 
at the valve inlet, and as this pres- 
sure rises the valve opens and permits 
refrigerant gas to pass through the 


designated here as 


“two-temperature valve." 


two-temperature valve being located 
between the evaporators to control 
the evaporator immediately ahead of 
it in the refrigeration circuit. Refrig- 
erant liquid as well as gas will pass 
through the evaporator pressure reg- 
ulating valve as one thermostatic ex- 
pansion valve feeds both evaporator 
coils. 

The multiple arrangement of evap- 
orators discussed in the preceeding 
paragraph represents the most gen- 
erally applicable arrangement, how- 
ever. 


EXPANSION VALVES FOR 


the dry type. 
KK —————Y valve from evaporator to condensing MULTIPLE EVAPORATOR 
| unit. The valve is a modulating type SYSTEMS 
| rather than a stop-type valve. 
Thermostatic expansion § valves | 


During operation of the equipment 
the valve will remain open at a point 


| which will allow continuous flow of 


refrigerant gas from evaporator to 
compressor, the flow rate being re- 
stricted sufficiently to maintain, in 
the evaporator being controlled, a 
constant evaporator pressure with 
resulting constant evaporator temper- 
ature. 

However, the valve is not dependent 
upon operation of the condensing unit, 


| and will open to allow passage of re- 


frigerant gas whenever evaporator 
pressure (pressure at valve inlet) is 


| above that for which the valve is 


adjusted. 


MULTIPLE ARRANGEMENT 
OF EVAPORATORS 
Many two-temperature'§ systems, 
employing evaporator pressure reg- 
ulating valves, connect the evapora- 


tors in multiple, and all suction lines | 


are teed into a common return line 
to the suction side of the compressor. 
The Model 235S Valve is installed at 
the outlet of the higher temperature 
evaporator between evaporator outlet 
and the common suction line. 


It is possible in this arrangement | 


to employ more than one evaporator 


should be employed as refrigerant con- 
trols in multiple evaporator systems. 
This type of expansion device auto- 
matically feeds refrigerant to each 
evaporator coil in proportion to the 
heat load, and is not affected by the 
various conditions of temperature 
and pressure maintained in the vari- 
ous low-side equipment throughout 
the system. 

It is only through the employment 
of thermostatic expansion devices 
which will supply refrigerant to each 
evaporator coil in response to the 
heat load imposed that a two-temper- 
ature system satisfactory in opera- 
tion can be designed. 

(To Be Continued) 


WIRING SYSTEMS 


| CUSTOM anoineseeo TO REDUCE 


YOUR ASSEMBLY COST 


Streamline production with Riverside wiring harnesses! 
These neat “packaged units,” engineered for accurate, 
easy installation by unskilled assemblers, make pos- 
sible the efficient hookup of a single walt installation to 


HANDSOME, EFFICIENT Worthington Pack- 
aged Air Conditioners are available in sizes 
from 3 to 1S hp for installation in homes, 
offices, restaurants and stores. (Package units 
for remote installation are available in 15, 20, 
and 25 hp sizes.) 


Pak. ae He 
hl ‘ + , if Sem ON Hey bs 
? a We | 


eres, 2 


pressure regulating valve in a sys- 
tem, and to adjust each valve to a 
setting which differs from other evap- 
orator pressure regulating valves be- 
ing employed. In this way it is pos- 
sible to maintain more than two evap- 
orator temperatures, all operating 
| from a central condensing unit. RIVERSIDE 
| AND ELECTRICAL 


SERIES ARRANGEMENTS OF | 
EVAPORATORS | 10233 Michigan Ave., Dearborn, Mich., Tiffany 6-6800 


Occasi ll it i ibl t WIRING HARNESSES AND ASSEMBLIES « CORD SETS * HEATER 
onally 1€ 18 POSSIDI€ CO AT  pNDOEXTENSION CORDSeSWITCHES*MOLDED RUBBER PRODUCTS 
range two evaporators in series, the | | 


your product. We design and manufacture them in any 
required arrangement, including necessary terminals, 
| relays, limit switches, push-button stations, circuit | 
| breakers, junction blocks, etc. Engineering and Ex- } 
perimental departments at your service, without obli- 
gation. Call us or send details of your problem for 
prompt design recommendations and a firm quotation. 


tem are three of the many advances in functional design incorporated in the new Worthington 
“J” Freon compressor. 


BIG news of the industry... 
Worthington’s new 
“J” compressor! 


This is Worthington’s answer to the demand for a Freon compressor that 
combines all the advantages of low- and high-speed operation. It’s the new, 
optimum-speed “J"’ compressor—a compact, high-capacity machine with the 
same high-operating efficiency and long service life as its lower speed pred- 


MANUFACTURING 


SUPPLY COMPANY 


THE LEADING COMPANY IN A GREAT GROWING 
INDUSTRY—AIR CONDITIONING 


Will Employ 


ecessors. 
Worthington’s engineering advances and new products such as this make | : ia  * S E Ay J Oo R D 2 S J G N E N G I N EER S 
Worthington the most complete line in the field. From giant industrial re- j i | ly, Mm sage SMALL AIR CONDITIONING EQUIPMENT 


¢ Minimum of 10 years of design experience, of 
which at least 5 years must have been in the 
development of air conditioning equipment, or 
domestic and commercial refrigeration units. 

¢ Graduate M.E., E.E. or equivalent. 

© Long-range expansion plans offer 
careers to qualified men. 

© Outstanding insurance and retirement program. 

© Salary: Open. 

Send complete statement of qualifications and starting salary requirements to: 


CARRIER CORPORATION 
SYRACUSE, NEW YORK 
Att: Employment Manager, Supervisory & Technical Personnel 


ANOTHER ADDITION to the Worthington line 
is this beautiful window air conditioner avail- 
able in % and | hp sizes, with features that 
put it years ahead of any other window unit. 
Louvers can be quickly adjusted to send air 
current where it does the most good. And 
when desired, the conditioner cycle can be 
reversed, to exhaust stale air. 


frigeration systems down to the air-conditioner for a baby’s nursery, Wor- 
thington can handle any job, and provide exactly the right equipment. Dis- 
tributors know that Worthington’s complete unit responsibility pays off in 
more satisfied customers. 


Worthington Corporation, Air Conditioning and Refrigeration Division, 
Harrison, New Jersey. 


ee substantial 
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The Best Franchise . . . 
The Most Complete Line . —— | 
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FHA Requirements - - 


(Concluded from Page 1, Column 2) 


categorical denunciation of ME-10, 
but does feel that constructive criti- 
cism is in order so that any such rul- 
ing might be so changed or modified 
to make it more equitable to the air 
conditioning industry and to NAHB 
members and, of course, to the pur- 
chasers of the home who would be 
paying the bill for residential air 
conditioning,’ emphasized Christen- 
son. 

Another criticism raised by NAHB 
and Don Petrone, executive vice pres- 
ident of Typhoon, concerns clear- 
ances required around equipment. 

Some field offices are requiring a 
minimum clearance of 5 or 6 in. on 
all sides of a conditioner installed, 
say, in a closet of a basementless 
home, Christenson said. 

“Of course, the equipment must be 
accessible for servicing, but beyond 
allowing for that, a clearance of 1 
in. should be satisfactory,” he de- 
clared. 

In one paragraph (No. 6) of ME- 
10, FHA says, in part, “‘The noise 
level in the living spaces due to the 
operation of the system shall not ex- 
ceed 45 decibels.” 

According to Christenson, NAHB 
feels the “arbitrary limit’ of 45 deci- 
bels is impractical and unjustified in 
view of such varying factors as type 
of construction, etc. 

There is also, he pointed out, the 
obvious possibility that each installa- 
tion might have to checked by instru- 
ments for compliance with this re- 
quirement. 

Objection is also raised to the bulle- 
tin’s statements (in paragraph 11) 
that “high outlets are preferable for 
cooling” and “low outlets in or near 
exterior walls are preferable for 
heating.” 

FHA requirements on location of 
registers should be “reasonably flexi- 
ble” in view of studies made by the 
University of Illinois, Christenson 
declared, adding that “it has been 
shown that low registers can be suffi- 
cient and satisfactory for both cool- 
ing and heating.” 

Major points in the FHA bulletin 
are as follows: 


COOLING REQUIREMENTS 


Objective. The objective of requirements 
relating to cooling is to increase comfort 
in warm seasons by means of facilities 
which are safe, quiet, economical in op- 
eration, and will provide uniform temper- 
ature and relative humidity in the living 
spaces as specified when the outside dry 
and wet bulb temperatures are as speci- 
fied; all of which are appropriate to the 
dwelling under consideration. 

General. 

Application. The following requirements 
are chiefly applicable to equipment de- 


FHA Rules for Lenders - - 


(Concluded from Page 1, Column 3) 


the dealer's contract or sales agree- 
ment must clearly show the total 
number of rooms in the house and 
designate the rooms that will be 
served by permanently installed 
ducts. 

“The contract must identify the air 
cooling unit by make, model number, 
and capacity, and include a break- 
down on the cost of the job, showing 
separately, the price of the unit, cost 
of installing the unit, and cost of 
ducts. 

“Since many new dealers are en- 
tering the home air conditioning field, 
lending institutions should make cer- 
tain that these dealers are reliable 
and qualified to do the work and to 
extend proper service. 

“Lenders are urged to make inspec- 
tions to verify that the equipment is 
properly installed and operates satis- 
factorily. Further checks should be 
made to assume that the jobs are not 
overpriced. 


hir Conditioning 


with One Central Unit 


TYPHOON 


MODEL S-W 


ONLY 


Heating - Cooling Unit 
ONE-BUTTON CONTROL 


TypHoon Air Conoitionine Co., Inc. 
794 Union Street © Brooklyn 15, N. Y. 
Speciolists in air conditioning since 1909 

° ‘ 


> 
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signed for permanent installation which 
provides for the cooling or conditioning 


of spaces in dwellings by means of 
forced air. Other means of cooling may 
be accepted subject to conditions con- 


sidered warranted by the Chief Under- 
writer. 

Acceptable Installations shall include, in 
general, ductwork serving, as a minimum. 
the living room and any adjacent spaces 
not separated by doors and at least one 
other habitable room. Capacity of equip- 
ment, as a minimum, shall be sufficient 
to cool and condition the air in the living 
room and adjacent spaces to an extent 
considered acceptable by the Chief Under- 
writer. 

Unacceptable Installations shall include 
units placed in windows or wholly within 
the area of a habitable room. 

Note: All items with reference to the 
heating system (winter air conditioning) 
shall be checked separately and apart from 
the cooling system for adequacy and con- 
formity with Minimum Property Require- 
ments, 


Design and Installation. 


1. Plans and Specifications. Complete 
specifications and plans of the proposed 
system, indicating estimated heat loss, 
heat gain. and c.f.m. required for each ‘ 
conditioned space shall be included with 
the submission. 

2. Estimated Costs. The submission 
shall include estimated total cost of in- 
stallation, annual operating cost, and 


maintenance cost. 

3. Clearances. Equipment which is listed 
by the American Gas Association and/or 
the Underwriters’ Laboratories, Inc., shall 
be provided with clearances required in 
listing. Equipment not so listed shall be 
provided with clearances as recommended 
by an independent engineering firm spe- 
cializing in air conditioning work accept- 
able to the Chief Underwriter. 

4. Design Conditions. Outside and in- 
side design conditions shall be definitely 
specified, Outside design conditions shall 
prescribe the dry bulb and wet bulb tem- 
peratures. Inside design conditions shall 
prescribe the dry bulb temperature and 
relative humidity. Inside conditions in 
excess of 80° F. and 50% relative humidity 
are not recommended. 

5. Heat Gain. Calculations of heat gain 
for the spaces to be cooled shall be made 
in accordance with a recognized and ac- 
ceptable method. The method of comput- 
ing sensible heat gain shall be in accord- 
ance with that prescribed in the current 
ASHVE Guide. Adequacy of the total 
sensible and latent heat capacity of the 
equipment shall be based on actual com- 
putations or an estimated percentage that 
has been proved to be sufficient. Equip- 
ment capacity should be based, not on 
maximum instantaneous heat gain, but on 
a percentage thereof that will result in 
acceptable conditions of comfort and rela- 


tive humidity. This should be not less 
than 55% of the total maximum instan- 


taneous demand of heat gain and latent 
heat. 

6. Sound and Vibration. Suitable and 
durable means shall be provided to pre- 
vent transmission of objectionable noise 
or vibration generated by the equipment. 
The noise level in the living spaces due 
to the operation of the system shall not 
exceed 45 decibels. 

7. Insulation and Vapor Barrier. The 
cooling equipment and, where necessary. 
the plenums, ductwork, or piping shall be 
so insulated and covered with a continu- 
ous, durable vapor barrier as to prevent 
condensation in the insulation or on ex- 
posed surfaces. In all cases, adequate 
means shall be taken to prevent condensa- 
tion in or entrance of moisture into duct- 
work, 

8. Condensation. Suitable means shall 
be provided for the return or disposal of 
condensation from equipment. 


9. Refrigerant used shall be non-toxic 
and incombustible, such as ‘‘Freon-12"’ or 
**Freon-22."' 

10. Design of ductwork shall be in com- 
pliance with applicable manuals of the 
National Warm Air Heating and Air Con- 
ditioning Association, Resistance to air 
flow through the distribution and return 
system shall be less than the available 
external static pressure indicated in the 
manufacturer's rating of the proposed 
equipment. 

11. Supply outlets shall be of accept- 
able size, construction, and manufacture ; 
and shall be provided with suitable and 
adjustable means of diffusing the air. 
balancing devices for volume control, and 
readily accessible shut-offs. Size, type. 
and location of registers shall be such as 
to provide suitable throw and diffusion 
of the air without direct impingement upon 
building surfaces, furnishings, or occu- 
pants. Outlet velocities in excess of 500 
f.p.m. through free areas of registers 
should be avoided. High outlets are pre- 


ferable for cooling. Low outlets in or 
near exterior walls are preferable for 
heating. 


12. Return Outlets. Grilles or openings 
for return air shall be of acceptable con- 
struction and manufacture, sized to avoid 
velocities in excess of 500 f.p.m. through 
free areas, and so located that return air 
from a room will not pass across normally 
occupied floor areas of another room in 


such manner as to subject occupants to 
perceptible draft. 
13. Safety Devices. 

a. Underwriters’ approved high- 
pressure cut-off and = suitable 
safety relief shall be provided 
for the condenser. 

b. Each motor shall be provided 
with low voltage and thermal 
overload protection. 

14. Wiring. Complete wiring diagram 
shall be furnished. 220-volt service shall 
be provided when required by the Chief 


Underwriter 

15. Piping used for conveying cooling 
water shall be hot-dipped galvanized. 
copper, or other corrosion-resistant mate- 
rial acceptable to the Chief Underwriter. 
Where the character of the water is such 
as to cause corrosion, scaling, or obstruc- 
tion of the piping, suitable water treat- 
ment device shall be installed. 


16. Installation of Equipment. Al! equip- 
ment shall be installed in such manner as 
to enable ready servicing, repair, and 
removal. 

17. Complete operating and maintenance 
instructions shall be provided for each 
installation. 

18. Statement Regarding Intent. The 
following shall appear in the contract spe- 
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A super “MARKET” for you... 


| 


cifications: d. ..¢.f.m,. conditioned air available Date . | TTT ere 
_At is the intent of the drawings and spe- under normal operating conditions of the NOTE: Submission of data substantiat- 
cifications to provide for the installation equipment with external static pressure ing the signed statement may be required 
of an air conditioning system that is safe, of inches of water. by the Chief Underwriter. 
quiet, and economical in operation, com- e. Temperature of air: 19. Ww ow 
plete in all respects and which will pro- (1) before passing over cooling ty arranty. arranty of the equip- 
vide uniform temperature and _ relative coil  F. ment by the manufacturer shall be re- 
humidity in the living spaces as specified (2) after passing over cooling quired. and all equipment shall be guar- 
when the outside dry and wet bulb tem- Oe ss.” anteed against defects for a period of one 
peratures are as specified. All materials f. Capacity of the equipment: year from the date of completion and ac- 
and equipment necessary to accomplish Sensible heat ...... B.t.u./hr. ceptance of the installation. Replacement 
this purpose in accordante with the follow- Latent heat ........ B.t.u./hr parts shall be furnished and installed 
ing conditions shall be furnished and in- Bee. ek sc wen B.t.u./hr....... Tons without charge during that period. 
stalled by the contractor: gz. The hp. . r.p.m, . and input 20. Eeonomy of operation will be af- 
a. Outside design dry bulb temperature .. for each motor. Total hp. ........ fected to a large extent by the following 
...° F.: wet bulb temperature F. h, Automatic or thermostatic control. ‘factors which reduce the heat gain of 
b. Inside design dry bulb temperature Make ................ _. GF ae eee dwellings: 
> F.: Relative humidity ...%. ONG LOCATION. 2.0.0.0 00 ssascerece ~ oe « ne — . 
C. e Mim at ..ccces. time of day: i. A signed statement: . Location of large windows or glaze 
. . a ad The equipment and installation herein %00rs on the shaded side of the structure. 
IEE. ons thGcabesakanakeabeaneiat described and prescribed by the plans and c. Double glazing of openings. 
BN er a a Sar ne specifications will, under normal operating d. Planting to afford shading of the 
ES Sioa vkicckceyensetkchan caseruines conditions, maintain the specified design “'ructure. : 
Air Change or conditions in the dwelling identified below e. Wide overhang of eaves. 
TCT er re when the specified outside design condi- These factors should be given careful 
ee rer ' tions prevail. consideation in determining the accepta- 
Total Sensible cerigeecs® B.t.u./hr PO hvesaces beans cedenbonte bility of all cooling installations. 
REY uwie hicks scaeerens oa B.t.u./h.r Aa nih dak 0400 ban ved dee RE CURT C. MACK 
Total Sensible and EE en eee Assistant Commissioner, 
RE. gta bwaeceessabans B.t.u./hr. pS th ee ee ee re Underwriting 


You'll really bring home the bacon... when you 
sell and install Ranco controls in retail food stores, 
The chain food stores, dairies, meat markets, 
and fruit and vegetable stores make a 
super-dooper ‘‘market™ for you. 

Meat cases, ice cream cabinets, frozen food 
compartments, and dairy and vegetable coolers 
offer you tremendous sales possibilities. 

Ranco’'s general pressure and temperature controls 
were especially built for this super commercial 
market.’ There is a Ranco control for all 
commercial requirements ... in fact, Ranco 
pressure controls are standard equipment on many 
refrigeration units. What a new and 
replacement market! 

t's easy to be a super salesman in the 
retail food market . because Ranco sells to more 
original manufacturers than does any other 
supplier of refrigeration controls. Get your share 
of this big super market now! 


Kanco Duc. 


COLUMBUS 1, OHIO 


WORLD'S LARGEST MANUFACTURER OF REFRIGERATION CONTROLS 


COMFORT 


Demonstrate the York Heat-Pump Room Air Conditioner 
— feeling is believing! 


YOU'LL MAKE MORE SALES BECAUSE— 


Year-round need means year-round demand. 
There’s no “selling season” with the York 
Heat Pump! 

York’s sales drive is on now—spearheaded 
by national magazine advertising, local news- 
paper advertisements, direct maid, radio, TV! 

York is hitting the market hard! Don’t 
delay — you can get in on the ground floor! 
— York Corporation, York, Pennsylvania. 


SHOW YOUR CUSTOMERS HOW— 
S with- 


In hot, muggy weather, York COOLS 
out chilling, supplies cool, clean, comfortable 


air. 

In cold, chilly weather, the same York unit 
supplies clean-air ventilation and circulation 
—and warms for tempered-air comfort. 

Year-round, York Room Air Conditioners 
with the Heat Pump put comfort as close as 
the turn of a wrist! 


When it’s HOT— 
YORK COOLS! 


When it’s CHILLY — 
YORK HEATS! 


—and year-round, - 


YORK SELLS! 


AIR CONDITIONING AND) REFRIGERATION 
HEADQUARTERS FOR MECHANICAL COOLING SINCE 1885 


YORK 
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PATENTS 


Week of February 24 
( Continued) 


2,629,236. REFRIGERATED BEVERAGE 
DISPENSER. Robert B. Hull, Pasadena, 
Calif., assignor to Sunkist Growers, Inc., 
a corporation of California. Application 
May 19, 1949, Serial No. 94,171. 5 Claims. 
(Cl. 62—141.) 


including an 
system, elec- 


dispenser 
refrigerating 
trically operated mechanisms for driving 
said agitator and said refrigerating sys- 


2. A beverage 


agitator, 4 


tem, and a line switch operable when 
said agitator is in normal position to 
close the power circuit to said electrically 
operated mechanisms and operable when 
said agitator is moved to an abnormal 
position to open the circuit and interrupt 
the power supply to said electrically 
operated mechanisms, said agitator being 
substantially Z-shaped and having a sub- 
stantially horizontal lower leg closely 
adjacent the bottom of a beverage con- 
tainer for oscillation in a plane parallel 
thereto, said lower leg of said agitator 
being orbiculate in cross section 80 that 


in the event ice is formed in the bottom 


of the container the agitator may cam 
itself upwardly through contact there- 
with, whereupon the line switch may 


operate to interrupt the power supply. 

2,629,244. ABSORPTION REFPRIGERA- 
TION. Charles A. Miller, Victor G. Dreier, 
and William Gilchrist, Evansville, Ind., 
assignors to Servel. Inc., New York, NW. Y., 
a corporation of Delaware. Application 
December 8, 1947, Serial No. 790,368. 5 
Claims. (Cl. 62—119.5.) 


a3 


tI £4 


1. A refrigerating system including a 
conduit for flow of liquid and gas there- 
through, said conduit comprising a gen- 
erally round tube, and a helical insert in 
said tube for lengthening the path of 
flow of gas therethrough, said tube being 
distorted sufficiently out of round to 
form a shallow channel throughout the 
length of the tube beneath said helical 
insert, the latter being formed to fit 
within said tube above said channel in 
any degree of rotation of the insert 
relative to the tube. 

2,629,544. REFRIGERATING APPARA- 
TUS. Grayson BR. Ohmart, Detroit, Mich., 
assignor to WNash-Kelvinator Corporation, 
Detroit, Michi., a corporation of Maryland. 
Application December 17, 1947, Serial No. 
792,171. 5 Claims. (Cl. 230—232.) 


1. In a machine, operating mechanism 
generating heat and noise, a sheet metal 
casing enclosing said mechanism having 
top, side and bottom walls, and a sheet 


“Positions Wanted” $5.00 


RATES for 
Limit 50 words. 10¢ per 


per insertion. 
word over 50. 
RATES for all other classifications $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 
ADVERTISEMENTS set in usual classi- 


fied style. Box addresses count as five 
words, other addresses by actual word 
Please send payment with order. 


count. 


VERSATILE SALES representative or 
service manager. Need someone to spark 
your sales force, or solve your service 
and fleld engineering problems? My more 
than 20 years’ experience in the branch 
sales and service departments of such 
leaders as Norge, Frigidaire, Kelvinator, 
and Copeland—and operation of own 
refrigeration service organization—may be 
just what you need. Accredited Refrigera- 
ion Engineer—graduate of Chicago Engi- 
neering Institute, granted 16 refrigeration 
patents. 41 years young. Will travel any- 


where. Let's talk it over at your con- 
venience. LOUIS L. FEENEY, 1827 So. 
Bronson Ave., Los Angeles 19, Calif. 


Phone REpublic 3-6322. 


DISTRICT OR divisional sales manager 
and engineer with heavy experience in 
commercial refrigeration, air conditioning, 
and heating industry desires similar posi- 
tion with reliable manufacturer. Wide ac- 
quaintance with dealers, wholesalers, and 
distributors in Middle West, central south 
and southwest. Specialized in sales devel- 
opment and organization of sales outlets. 
Aggressive, forceful, diplomatic. Free to 
travel extensively. Relocate. Write BOX 
4345, Air Conditioning & Refrigeration 
News. 


POSITIONS AVAILABLE 


CARRIER DISTRIBUTOR, established 30 
years, needs engineer with experience in 
air conditioning and refrigeration. Must 
be capable of designing and laying out 
large and small heating and cooling sys- 
tems and commercial refrigeration sys- 
tems. Write, giving particulars, to 
GEORGE F. DENT COMPANY, Bay City, 
Michigan or phone Bay City 3-3546. 


AIR-CONDITIONING ENGINEER. Large 
Midwestern manufacturer of heating and 
cooling equipment has opening in engi- 
neering department for engineer with ex- 
perience in residential air-conditioning 
equipment design and application. Knowl- 
edge of component part selections neces- 
sary. While company has been engaged in 
manufacturing air-conditioning equipment 
for a period of years, expansion in types 
of units and volume of production provide 
opportunities for individual selected to 


assume responsibilities dependent = on 
ability. Furnish complete details of ex- 
perience, present employment and salary 


expected in first letter. L. J. MUELLER 
FURNACE CO., 2005 W. Oklahoma Ave., 
Milwaukee 15, Wis. 


MANUFACTURER'S REPRESENTATIVES 
wanted. Complete line refrigerated store 
fixtures, including latest design self-serv- 
ice models for supermarkets; also bakery 
refrigerators. Contact dealers, distributors, 
food chains. Have several desirable terri- 
tories open including Florida, Texas and 
West Coast. Attractive proposal. Give 
complete details as to experience and ter- 
ritory can cover, in first letter; also in- 
dustry references. Write BOX 4346, Air 
Conditioning & Refrigeration News. 


MANUFACTURERS’ REPRESENTATIVE 
and factory field men to call on appli- 
ance refrigeration trade with full line of 
chest and upright freezers, beverage cool- 


ers, and specialty refrigerators. Draw 
against commission. Let us know what 
territory you are interested in covering. 


Also your experience in full. Our men 
know of this ad. Write BOX 4348, Air 
Conditioning & Refrigeration News. 


SALESMEN: MANY territories 
manufacturer of air conditioning 


open 
exten- 


ee 


sion cords for room air conditioners, Ex- 
cellent sales potential, Submit resume of 
lines now carried. Commission basis. BOX 
4349, Air Conditioning & Refrigeration 
News. 

SALES REPRESENTATIVES wanted. Na- 
tionally-known refrigeration equipment 
manufacturer has number of sales terri- 


tories in ice cream industry open—real 
opportunity. Write fully, stating experi- 
ence, references, and territory you can 


cover. BOX 4350, Air Conditioning & Re- 
frigeration News. 


FOUR 4-PLATE (12” x 108”) Dole ‘'Freon- 
12'' plate banks in excellent condition. Lo- 
cated in Syracuse, Indiana. Price: $100.00 
each or all 4 plates for $350.00. Contact 
Mr. Andrews or Mrs. Robinson at 
ADISCO, INC., 406 S. Columbia St., South 
Bend, Indiana. Phone: 7-1549. 

40 BRAND-NEW, in guarantee, promi- 
ment brand sealed 4-hp. compressors with 
receiver for use with F-12 or F-22, $50.00 
each, lots of ten or more. CITY MILK 
VENDING CORP., 58-64 Maurice Avenue, 
Maspeth, New York. 


75-TON, 60-TON, 40-ton, 15-ton York 
Freon compressors, complete with motors, 
switches, sheaves, shell and tube condens- 
ers. Good condition, Will sell cheap. Used 
in bank and had good care. H. & H. 
EQUIPMENT COMPANY, INC., 337 So. 
Industrial Blvd., Dallas, Texas. 
BRAND-NEW GENERAL ELECTRIC fan- 
cooled hermetic units at tremendous sav- 
ings! Model SA6AM1 and SA6AL1 (% hp.), 
$34.00. Model SA4AL1 (% hp.), $37.00. 
Also, brand-new completely-assembled 
home refrigerator kits, consisting of \% 
hp. Tecumseh unit, evaporator and capil- 
lary, only $40.00. Write MANN REFRIG- 
ERATION SUPPLY COMPANY, 440 La- 
fayette Street, N. Y. C., or phone 
GRamercy 3-8000. 


2—-RK 15 U. 8S. Air Conditioning 
with evaporative condensers built-in, 
2 seasons, in top condition. Both units 
cleaned and repainted, look like new. 
Price, $2,400.00 each. f.0.b. our warehouse. 
OLSON CORPORATION, 1709 East Colum- 
bus Drive, East Chicago, Indiana. 


units 
used 


ATTENTION METER plan organizations: 
disposing of large quantity of prominent 
brand collection meters. Reconditioned 
meters, guaranteed to look and operate 
like new—full one-year warranty. Model 
M-12, $3.95; DM-6 (2-door), $6.95. Also 
brand-new M-12 meters, $4.95: and DM-6 
meter mechanisms less cases, $3.95. Re- 
| placement motors for any. model, $1.50. 
gg hte i CORP., 542 W. 27th 
St., 


New York, N. Y 
ATTENTION SERVICEMEN — Send for 


our 1953 Catalog. Relays, expansion 
valves, controls, dehydrators, V belts. 
open & hermetic units. All new mer- 


| 
| chandise at great savings up to 50%. 
| Sold on Money Back Guarantee. WALTER 
| W. STARR REFRIGERATION, 2833 Lin- 
| coln Ave., Chicago 13, Illinois. 
| FRANCHISES AVAILABLE 
MANUFACTURER'S REPRESENTATIVES 
| desired for various territories in United 
| States for our new Cooler Cub bottle water 
| coolers, These are smaller in size and 
weight but equal in capacity to others. 
Extremely attractive price setup. Give full 
| background and territory covered. REM- 
| COR PRODUCTS COMPANY, 321 E. Grand 
Avenue, Chicago 11, Illinois. 


MISCELLANEOUS 

| siabieteniapineds 
NORGE SEALED units remanufactured or 
exchanged. Immediate delivery from stock, 
2 year warranty. Freon refrigerant. Write 
for prices and shipping instructions. 
Genuine Norge terminals for Norge sealed 
units. Sets of three, $1.15 plus postage. 
MODERN REFRIGERATION CO., INC, 
' 12541 E. McNichols Road, Detroit 5, Mich 
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AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 3, 1953 


INFORMATION 


The following is a list of proposed procurements issued by the 


PROCUREMENT 


various indicated S. Government procurement offices. This 
list is compiled and made available daily on a free pick-up basis. 
Prospective bidders may obtain complete bid sets by a request 
to the purchasing officer under which the purchase is listed in 
this Synopsis. Be sure to identify complete y the bid invitation 
ou wish by including in your request the item description, the 
nvitation number or reference number and the opening date. 
This will save time in filling your request. For reasons of 
economy, specifications are normally not included with the bid 
invitations unless the specification is a new one. First time 
bidders on a particular item should request a copy of applicable 
— and drawings at the time the request for a bid 
8 made, 


It is not necessary to refer solely to the issuing office for 
additional data on a bid invitatior issued by any of the follow- 
ing U. S. Army Ordnance Offices: Ordnance Tank Automotive 
Center; Detroit Arsenal; Frankford Arsenal; Picatinny Arsenal; 
Raritan Arsenal; Ordnance Ammunition Center, Joliet, IIll.; 
Rock Island Arsenai; Springfield Armory; Watertown Arsenal; 
and Watervliet Arsenal. Complete information on any purchase 
listed by any of those offices alone can be obtained from the 
Ordnance District Office nearest you. Its address is on file in 


your nearest Department of Commerce Field Office. Do not 
ask an Ordnance District Office for information on a purchase 
unless it is listed by one of the above-named offices. rdnance 


District Offices do not have information on any other purchases. 


Invitations for Bids numbers will be followed by the letter 
‘B."" Requests for proposals or quotations will be indicated in 
this column by the letter “‘Q’’ or, if numbered, the number 
will be followed by the letter ‘‘Q."’ 


DEPARTMENT OF DEFENSE 


Description Quantity Invitation Opening 
No. ate 

Bureau of Ships, Washington, D. C. 

Air filters permanent high- 1191 549-678 24 Aug 53 


velocity type, various sizes 

10 AF to 15 AF inclusive 

Spec. MIL-F-16552 dated 

1 Oct. 1951 and Amendment 

No. 1, dated 15 April 1952 

Note: Quantity indicated is 

total of all sizes. 
Officer in Charge, Navy Purchasing Office, Washington, D. C. 
Barges, dry, liquid, refrigerated 20 6285-S 2 Sep 53 

cargo, self propelled, steel, 

diesel, ppee fications, MIL-B- 

12396 (TC), MIL-B-12445 (TC) 

MIL-B-12444 (TC). 


Frozen food cabinets, sizes 6- 98 6298-S 26 Aug 53 
12 single phase, 110 volts 
AC, 115 volts DC (with 98 
sets onboard repair parts), 
Specs. MIL-R-1834A, 
Corps of Engineers, Albuquerque District, Albuquerque, New 
Mexico 
Expansion of cold storage Job (ENG-29- 27 Aug 53 
ort Bliss, El Paso, Texas. 005-54-12B) 
Kansas City District, Corps of Engineers, U. S. Army, 
10 E. 17th, Kansas City, Missouri 
Military Personnel Records Job (ENG-23- 1 Sep 53 
Center, St. Louis County, 028-54-11B) 
Mo. Air conditioning & 
sprinkler systems are re- 
uired in certain areas of 
the building. 
Galveston District, Corps of Engineers, P.O. Box 1229, 
Galveston, Texas 
Hospital extensions, Lake Job (ENG-41- 15 Sep 53 
Charles AFB, La. Work to 243-54-14B) 


consist of const. of a one- 
story wood frame bldg. 
approx. 16,000 sq. ft. of 
floor area—insulated & 
provided w/air conditioning. 


Corps of Engineers, U. S. Army, Office of the District Engineer, 


Omaha District, 1709 Jackson St., Omaha, Nebraska 
Rehabilitation of Building 576 Job (ENG-25- 11 Aug 53 
at Twin Cities Arsenal, 066-54-8) 


Minneapolis, Minn. 

The work will include: 

Reconditioning of steam and water piping and appurtenances. 
Reconditioning of unit heaters. 


GENERAL SERVICES ADMINISTRATION 
Description Quantity Reference aa. me 
ate 


General Services Administration, Region 2 
Center, 250 Hudson St., New York 13, N Y 
Installation of air condition- Job 

ing units, etc., P.O. & Annex 

fgg St. & 8th Ave., N.Y., 


Business Service 
“NONE 6 Aug 53 


» ate 


General Services Administration, Business Service Center, 


1114 Commerce St., Dallas, Texas 


Mexia, Texas, P.O. Work- Job CR-754-154 11 Aug 53 
room, exhaust fan. 
Wharton, Texas, P.O. Work- Job CR-754-111 15 Aug 53 


room exhaust fans. 
Business Service Center, General Services Administration, 
Region 3, Washington, D. C. 
Air conditioning package units 10 ea. 4B-32440-R 11 Aug 53 
Towers—air conditioning 10 ea. 4B-32440-R 11 Aug 53 
cooling, 5 ton. 


U. S. DEPARTMENT OF AGRICULTURE 


Chief, Procurement & Property Mgn’'t Div., U.S. Dept. of Agri- 
culture, Production & Marketing Admin., Office of Administrative 
Services, Rm. 5716 South Bldg., Washington 25, D. C. 
Purchase and Installation of 3 (PMA-18- 
Air Conditioning Units. 54-DC) 


CONTRACTS AWARDED THROUGH JULY 28 


Department of The Navy, Bureau of Ships, Washington, D. C. 
Package dehumidifier. (549-653).—1,555, $199,319.—Desomatic Prod- 
ucts, Div. of Daly, Marritt & Sullivan, Inc., Falls Church, Va. 


Chicago Quartermaster Depot, U.S. Army, 1819 W. Pershing Rd., 

Chicago 9, Illinois 

Kitchen Range, Electric (53-1067 B).—100 ea., $35,020.—General 
meee Co. by Hotpoint Co., 227 S. Seeley Ave., Chicago 12, 

inois. 

Refrigeration, Mechanical (53-996 B).—194 ea., $64,990.—Glenco 
Refrigeration Corp., Janney & Ann St., Philadelphia 34, Pa. 

Refrigeration Unit (53-1004 B).—145 ea., $111,765.—U. S. Thermo 
Control Co., 44 S. 12th St., Minneapolis 3, Minn. 


General Services Administration, Peachtree-Seventh Building, 
50 Seventh St., N.E., Atlanta 5, Georgia Build 
uilding. 


6 Aug 53 


Electric wiring and air conditioning, etc. Haverty 
Jacksonville, Florida.—1 job, $12,275.—Conditionaire, Inc., P 
Box 4547, Jacksonville, Florida. 

Air conditioning Belle Isle Building, 
$70,000.—McKenney's, Inc., 120 
Georgia. 

Air Conditioning and heating, District Office Building, Jackson- 
ville, Florida.—Job, $171,938.—Henley & Beckwith, Inc., 2628 
Pearl St., Jacksonville, Fla. 


U. S. Navy Purchasing Office, Naval Supply Center, 

Norfolk 11, Virginia 

Refrigerator and Ranges.—275 ea., $33,447.—Frigidaire Sales 
Corp., 501 Marshall Ave., S.W., Roanoke, Virginia. 

Corps of Engineers, U.S. Army, North Atlantic Div., 

Philadelphia District, 121 N. Broad St., Philadelphia, Pa. 

Ice making machine, cubed, self-contained, water cooled, cabinet 
type, including publications.—400, $199,400.—L. D. Hoffman & 
Ryan, 3252 Girard Ave., So., Minneapolis, Minnesota. 

General Stores Supply Office, 700 Robbins Ave., 

Philadelphia 11, Pennsylvania 

Refrigerator: reach in. (155/166064/53) (155/166080/53).—220 ea., 
$146,170.—Jordon Refrigerator Co., Inc., 58th & Grays Ave., 
Philadelphia 43, Pa. 

Navy Purchasing Office, New York, N. Y. 

Fan, Electric.—16,971 ea., $325,028.—LE John Mf 
Building, 725 15th St.. N.W., Washington 5, 
General Services Administration, 219 S. Clark St., Chicago 4, Il. 
Water Coolers, Electric.—327 ea., $34,335.—Westinghouse Electric 

Corp., 1625 K St., N.W., Washington, D. C. 

Armed Services Medical Procurement Agency, 84 Sands St., 

Brooklyn 1, New York 

Dryer, Automatic Bendix, Washer 53-1410.—152, $25,177.—Wexler 
& Sporty, Inc., 125 Lafayette St.. New York 13, N. Y. 

Ogden Air Materiel Area, Hill Air Force Base, Utah 

Installation of air conditioning systems in Hospital Bldgs.—Job. 

.990.—Heitz Heating Inc., 3525 Grant Ave., Ogden, Utah. 

War Department, United States Engineer Office, P.O. Box 905, 

Charleston, South Carolina 

Construction of Warehouse and Additions to Two Cold Storage 
Bldgs. ENG-38-081-53-28.—Job, $192,931.—Avery Lumber Co., 
Inc., Sumter, S. C. 


Atlanta, Georgia.—1 job, 
Nabell Ave., ast Point, 


. Co., 702 Hibbs 
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metal cover complementarily fitting over 
and in contact substantially with the 


ing the 


space between said ends, 
member comprising sections covering sub- 


said ditions of temperature therein, a power 


plant for operating said refrigerating sys- 


entire top and side walls of said casing 
substantially down to the bottom thereof 
to absorb audible vibrations and to con- 
duct the heat generated by said mecha- 
nism to outside atmosphere. 


Week of March 3 


2,629,987. REFRIGERATOR ICE MOLD. 
Eugene F. Chase, San Francisco, Calif. 
Application Aug. 23, 1949, Serial No. 
111,795. 13 Claims. (Cl. 62—108.5.) 
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1. In a refrigerator ice tray having a 
partitioning grid structure, said grid 
structure comprising a longitudinal wall 
and a plurality of spaced apart walls ex- 
tending transversely to said longitudinal 
wall and individually interlocked there- 
with for movement within fixed limits 
thereupon, said walls cooperating with the 
tray to form compartments in which a 
liquid is frozen into ice blocks, a cam 
actuated by a manually operable lever, 
the surface of said cam being adapted, 
on manipulation of said lever, to impart 
motion and force to a force-transmitting 
member, said force-transmitting member 
being so constructed so as to thereupon 
least some of said 


engage and move at 
transverse walls relative to said longi- 
tudinal wall in a successive manner, 


starting with the one most distant from 
said cam, 


2,629,988. REFRIGERATING JACKET. 
Samuel Lee, Brooklyn, N. Y. Application 
March 18, 1950, Serial No. 150,515. 2 Claims. 
(Cl. 62—141.) 


1. A refrigerating jacket comprising a 
plate with separated ends and curved be- 
tween its ends and conforming to the 
exterior of a round container, a cooling 
member secured to the outer face of the 


plate, a sheet of heat insulating ma- 
terial covering said member, said plate 
being wide enough to extend partly 
around the container. and a gate for clos 


stantially the whole of said face, a pan 
beneath the plate, and legs connecting 
the plate to the pan, the plate and gate 
when fully closed completely encircling 
said container. 

2,630,091. MARINE ICE PLANT. James 
A. Bonnington, Washington, D. C., and 
Hulon O. Warlick, Jr., Arlington, Va. 
Application May 21, 1948, Serial No. 28,438. 
4 Claims. (Cl. 114—.5.) 
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1. A mobile ice manufacturing — plant 
comprising a vessel having ice production 
and storage compartments and port and 
starboard bilge compartments, a conduit 
connecting said bilge compartments and 
providing communication therebetween, a 
motor driven reversible pump in_ said 
conduit, a refrigerating system including 
refrigeration coils located in said storage 
compartment for maintaining desired con- 


tem, a relatively shallow elongated brine 
tank of a width substantially correspond- 
ing to that of the vessel and extending 
lengthwise thereof, means for conveying 
cans of ice from the brine tank to the 
ice storage compartment, a pump for cir- 
culating refrigerant from the brine tank 
through the refrigerating coils in the ice 
storage compartment, and automatic level- 
ing mechanism including a pendulum con- 
trol and opposed contact members for 
making and breaking an electrical circuit 
in accordance with the position of the 
vessel, said motor driven reversible pump 
being operatively connected to said pen- 
dulum control means and opposed contact 
members for producing movement of 
water between the port and _ starboard 
bilge tanks for stabilizing the vessel to 
maintain a substantially even level of 
liquid in the brine tank. 


(To Be Continued) 
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and their solution 


by Paul Reed 


Refrigeration Problems 


For Service and Installation Engineers 


Carbon Monoxide (2) 


ONE SERVICE ENGINEER'S 
EXPERIENCE 


The following experience of a re- 
frigeration service engineer indicates 
how insidious and powerful carbon 
monoxide can be. 


This man did a good deal of busi- 
ness in a small town some 12 or 15 
miles away from his shop and he 
ordinarily went to this town two or 
three times a week. 


He had previously used a fully en- 
closed panel truck as a service truck, 
but it was getting rather old, so last 
year he replaced it with a nice new 
station wagon. He liked his new 
station wagon very much, it made 
a nice appearance, it was comfort- 
able, he could use it as a family car, 
it was easy to work out of, and it 
saved him some license fees. 


Everything went well until spring 


came and the weather turned warm. 
Then he began to notice that after 
a trip in the station wagon, he 
didn't feel well. 

At first he passed it off as spring 
fever or a touch of flu or something, 
but it seemed mighty odd that ..- 
should notice it only after a trip in 
the station wagon. 

If he went over to this little town, 
he would feel strangely tired when 
he got there, and he hardly had 
energy and strength to do his work. 
Then by the time he got back home, 
he was so worn out that he didn't 
want any supper and went right to 
bed. 

One evening after a trip to this 
town, he felt even worse than usual, 
and besides he was sick at his stom- 
ach and vomited. This set him to 
thinking that maybe there was some- 
thing causing his unusual fatigue, 
listlessness and nausea. 

His first thought was that it acted 
a great deal as if he were getting 
too much toxic gas of some kind. The 
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symptoms were the same. But he 
couldn't trace it to any refrigerant 
gases. 


A DUSTY ROAD FURNISHED 
THE CLUE 


Then one day he happened to drive 
the station wagon with the rear win- 
dow open, over a dusty road, and he 
noticed how much dust came in; 
morever, it seemed to be drawn in 
through the open rear window. 

He began to wonder if, in some 
way, 


the car through that open rear win- 
dow also, just as the dust did. 

He is a member of the Refrigera- 
tion Service Engineers Society and 
he reported it to them. They in turn 
took it up with the National Safety 
Council of which RSES is a member 
and with whom they work closely in 
the interests of safety for the refrig- 
eration service engineer. 

The National Safety Council was 
quite familiar with this condition, and 
it was pretty much of an old story 
to them. They confirmed the service 
engineer’s suspicion that his trouble 
was due to the exhaust gases from 
the engine. 


CARBON MONOXIDE DRAWN 
INTO THE CAR 


When an automobile is moving for- 
ward, a partial vacuum is created 
just behind the car. Also, turbulence 
of the air behind the car is created; 


Play safe... 


When new motor-starting capacitors 
are needed, always replace with genu- 
ine Wagner Capacitors. Same high 
quality as original—and you're sure 
to be right every time. 


Wagner Electric on 
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Illustrates, Describes, Prices Over 9,000 


Write Now to 


that is, the air is whipped around in 
a swirling motion. 

If a rear window or door is open, 
a partial vacuum is also created in 
the car itself, and some of the ex- 
haust gases from the tail pipe are 
drawn into the car body. 

The National Safety Council has 
conducted tests and found heavy 
concentrations of carbon monoxide in 
station wagons, trucks or other con- 
veyances having enclosed bodies but 
with a rear door or window open. 

The service engineer had no trouble 
with the panel truck, for the rear 


_ doors were always kept closed when 


the car was in motion. Nor did he 
| have any trouble with the station 


| wagon 


in the winter; his trouble 
started when warm weather came and 


_ he drove with the rear window of the 
| station wagon partially or fully open. 


| Thus, the exhaust gases, 
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Obviously one remedy was to keep 
the 


exhaust gas from the engine | 
could be getting up into the body of | 


rear window closed when he | 


@-- 


drove. But the National Safety Coun- | 


cil suggested that he install an ex- 


extension up to the stop of the car. 
laden with 
be dis- 
vacuum 


carbon monoxide, would 
ae above the partial 


P’the HARRY ALTER CO. Inc. 
1728 South Michigan Avenue, Chicago 16. Mineis - 


496 boteeypunie- Bivens, New York 13. New 
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| tension to the tail pipe and run this | 


zone and diffused into the air. Then 
he could keep the rear window open 
for ventilation in warm weather. He 
did this, and experienced no further 
trouble. 

The International Safety Chairman 
of RSES, R. D. Hollingsworth, has 
issued bulletins on the dangers of 
carbon monoxide. 


HOW TO AVOID CARBON 
MONOXIDE POISONING 


There are instruments for detect- 
ing and measuring the presence of 
carbon monoxide in the air, but since 
this deadly gas is practically odor- 
iess and tasteless, the best policy is 
to be careful to avoid any condition 
in which carbon monoxide may be 
present. 

The old adage “‘an ounce of preven- 
tion is worth a pound of cure” is 
particularly true of carbon monoxide. 
The best method of avoiding carbon 
monoxide poisoning, is to recognize 
the conditions in which carbon mon- 
oxide may be present and avoid those 
conditions. Take no chances; carbon 
monoxide slips up and has you help- 
less before you realize what has 
happened, if you realize it at all. 

Some of the following suggestions 


may be helpful to enable us to rec- 
ognize the possible presence of car- 
bon monoxide. 

1. Never run an automobile motor 
in a garage with doors closed. (Un- 
less a large tube is tightly clamped 
to the exhaust and run to the out- 
side air, and even this is not com- 
plete protection; the garage should 
still be ventilated.) 

2. Even outside with the car 
parked, if you run the automobile 
motor to keep the car warm in winter, 
keep some of the windows open 
enough for ventilation. 

With the car not moving, the ex- 
haust gases tend to surround the car 
and seep into the body. 

3. Provide adequate ventilation in 
any room or enclosure, containing 
stoves, furnaces, Ovens, burners, 
torches or other open flames of any 
kind; or in which any internal com- 
bustion engine is running, regardless 
of size. 

4. If you must go into a room 
suspected of having carbon monoxide 
in it, wear a gas mask type D or N, 
having a fresh canister or one that 
you know has been used very little. 

Gas masks are for escape purposes 
or short time emergency use of only 
a few minutes, and are approved for 
concentrations up to only 2% of 
carbon monoxide in the air. 

If you go into a carbon monoxide 
atmosphere, even equipped with a 
gas mask, someone should know that 
you are in there, and be prepared 
to get you out if you do not come 
out under your own power within a 
few minutes. 

5. For long-time relief or rescue 
work up to 2 hours, use oxygen 
administering breathing apparatus. 

Carbon monoxide is a stealthy killer, 
responsible for many deaths every 


year. Take no chances; and watch out 
for any conditions that may cause 
the formation of this deadly gas. 
(The author is indebted to the Na- 
tional Safety Council for some of the 
material used in the above article.) 


Coleman Dealers Study 
At University of Wichita 


WICHITA, Kans. — An aggregate 
of more than 1,000 Coleman dealers 
from every state in the union earned 
certificates from the University of 
Wichita for completing a _ special 
home heating and air conditioning 
short course sponsored by the Cole- 
man Co. in co-operation with the uni- 
versity’s College of Adult Education. 

Twenty-three classes in all, each in 
Wichita for one week, took the course 
which consisted of nearly 40 hours of 
classroom and laboratory training on 
the W. U. campus and in the Cole- 
man Heating Institute. 


Trane Appoints Larson To 
Products Engineering Staff 


LA CROSSE, Wis. — Appointment 
of Carl W. Larson to the products 
engineering department has been an- 
nounced by the Trane Co., manufac- 
turer of air conditioning, heating, and 
ventilating equipment. 

Larson will be assigned to the de- 
velopment of new air conditioning 
and heating products. 

He graduated from Michigan Col- 
lege of Mining and Technology in 
1934 with a BS degree, and has done 
extensive post-graduate work in re- 
frigeration, heating, and air condition- 
ing at the University of Minnesota. 


it’s the best combination we’ve ever used’”’ 


Operating efficiency of refriger- 
ating equipment depends on a 
number of things—good design, 
installation skill and quality 
material. When you come right 
down to it, it’s what goes on in- 
side the refrigeration system 
that counts the most. 

And what goes on inside may 
well be a reflection of the quality 
and purity of the refrigerant and 
the oil used in the equipment. 


Me 


ea ——- ee: 


Here are two good combina- 
tions that are the keys to high 
efficiency and trouble-free op- 
eration: 


“Virginia” Refrigerants 
plus Suniso Oil 


“Freon” Refrigerants 
plus Suniso Oil 


Try these combinations on your 
new and reconditioned jobs and 
see the call-backs disappear. 
They are within telephone reach 


of every service engineer—your 
wholesaler has them or write 
Vircinia Sme.tinc Co., Dept. 63, 


West Norfolk, Va. 


ESOTOO © KINETIC CHEMICAL’S “FREON REFRIGERANTS 
V METH.L © CAN-OGAS © PERMAGUM © PRESSTITE TAPE 
SOLVEX PRODUCTS © SUNISO REFRIGERATION OLS 
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AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 3, 1953 


IAEL Program - - 


(Concluded from Page 1, Column 3) 


Kenneth L. Hampton, manager of 
Valley Electrical Supply Co., Fresno, 
will discuss ‘“Retailing—Channels, 
Trends.” 

At the noon luncheon, delegates 
will hear an address by O. R. Doerr, 
vice president of Pacific Gas & Elec- 
tric Co., on “The Industrial Develop- 
ment of the West.” 

Four talks are listed for the 
Wednesday afternoon session. Speak- 
ers and their subjects will be: 

Richard M. Oddie, director, small 
business supervisory service, Bank of 
America, San Francisco, “The Path 
To Profit for Electrical Small Busi- 
ness’’; W. H. Robinson, Jr., advertis- 
ing and promotion manager, Lamp 
Div., General Electric Co., Cleveland, 
“Down the Stretch to Light’s Centen- 
nial’; Robert S. Bell, executive vice 
president, Packard-Bell Co., Los 
Angeles, ‘‘New Horizons for the Tele- 
vision Industry’; and Kent P. Stiner, 
engineering coordinator, BullDog 


Electric Products Co., Detroit, “‘Elec- 
trical Week In Michigan.” 

A sociability hour will conclude the 
day’s program. 

The Thursday morning session will 


Stop service calls . . . keep out 
rust and sludge . . . open new 
doors to sales acceptance!—with 
coolers, ice-makers, sell ‘‘Taste- 
Master’'!—checks chlorine, traps 
sediment; promotes service-free 
satisfaction with all water pro- 
cessing appliances. Write— 


Filtrine ieooxiviese WY. 


aud 


‘Wats 


DEAN 


“Job Tailored” 


COLD 
PLATES 


Any size, any shape, 

most als More and 
more the ce of cost- 
conscious _refr ion en- 


be devoted to a panel discussion of 
league activities. Ten league officials 
will discuss a variety of topics, as 
follows: 

“The Electrical Show for Industry,” 
S. E. Strunk, §secretary-manager, 
Electrical League of Cleveland; “Our 
Contractor Services Program,” H. E. 
Cook, executive secretary, The Elec- 
trical Association of Detroit; ‘The 
Television Saturation Advertising 
Campaign; The Electrical Buyer's 
Guide,” J. S. McDermott, executive 
manager, The Electrical Association 
of Kansas City; “4-H Club Project 
for Electrical Safety Education,” A. 
H. Kessler, executive secretary, North 
Central Electrical Industries. 


“The Weather Prophet Room Air 
Conditioning Promotion,” D. E. Rosen- 
thal, managing director, Nebraska- 
Iowa Electrical Council, Inc.; ‘Ethi- 
cal Television Servicing,’’ Albert L. 
Maillard, president and managing 
director, Electric League of Indiana- 
polis, Inc.; ‘The Electric Cooking In- 
stitute; The Home Laundry Show; 
The Freezer Living Exposition,” C. 
C. Simpson, managing director, Elec- 
tric Association, Chicago; ‘Appliance 
Sales and Service Training Courses,”’ 
R. B. Hubbard, secretary-manager, 
Rocky Mountain Electrical League; 
“Electrical Promotions In _ British 
Columbia,” J. R. Dooley, secretary- 


» manager, Electrical Service League 


of British Columbia; “Our Electric 
Clothes Dryer Campaign,” J. G. 
Waddell, managing director, Electric 
Institute of Boston, Inc. 

Thursday afternoon, delegates will 
have an opportunity to go on a sight- 
seeing tour of San Francisco. That 
evening, the group’s annual banquet 


will be held, 


| disers Association, Phoenix; 


The whole Friday morning session 
will be given over to a panel presen- 
tation on “I Want To Know.” Tak- 
ing part will be E. W. Cowdry, sec- 
retary-manager, Appliance Merchan- 
H, 4H. 


| Johns, Jr., manager, Electric League | 
of Western Pennsylvania, Pittsburgh; | 


G. L. Logan, managing director, Elec- 


tric League of Los Angeles; J. S. Mc- | 


Dermott, executive manager, The 
Electric Association of Kansas City; 


J. F. Mowat, manager, Electric Serv- | 
ice League of Ontario, Inc., Toronto; | 
and R. L. Wilkinson, managing direc- | 


tor, Inland Empire Electrical League, 
Spokane. 

Walter J. Walsh, San Francisco 
attorney, will start off the Friday 
afternoon session wits a talk on 
“Legal Aspects of League Opera- 
tions.” Next, 
vice president in charge of mer- 
chandising, Refrigeration Div., Philco 
Corp., will speak on “Room Coolers 


Are Hot.” 


Edwin Fleishman, San Francisco 
consulting engineer, and Charles 
Wellman, 
Glendale Federal Savings & Loan 


| Association, will also speak Friday 
| afternoon. Fleishman is to talk on | 


“What We Know About Electric Air 
Heating” and Wellman will discuss 
“Adding Business Through the Open- 
End Mortgage.” 


Refrigerator Sales - - 


(Concluded from Page 1, Column 2) 
year, 1,837,318 units were sold, 34% 


executive vice president, | 


W. H. Eichelberger, | 


more than in the same period of © 


1952. 

Domestic sales for May were up 
22% over last year and down 16% 
from April. For the five months, they 
were 32% ahead of last year. 

Canadian sales were off 2% from 
last year but 3% higher than in 


| April. They were 83% higher for the 


| 22% 


five months than in 1952. 

Other foreign sales for May were 
better than last year and 12% 
better than April. 
months period, they had gained 39% 
over 1952. 


leum Fields. 


WANTED | 
Manufacturers’ Representatives 


Experienced in Contacting Industrial Firms and Person- | 
nel Such as Plant Engineers and Laboratory Technicians. | 


To Handle Unique Line of Industrial Chilling Equipment | 
Producing Temperatures as Low as —220° F. for Applica- 
tions In the Industrial, Chemical, Pharmaceutical, and Petro- | 


WRITE TO 
BOX NO. 4315, AIR CONDITIONING & REFRIGERATION NEWS 


Over the five 


Summary for May and First Five Months, 1953 
Complete Refrigerators Only—Sales by Sizes—Units 


MAY (18 Companies) 


Domestic 
(48 States Other 

Sizes and D. C.) Canadian Foreign 
1. Less than 4 cu. ft..... oe 
ae eee 1,894 1 312 
a ee ey eae ee 118 1 45 
a ee ree 10,068 10 1,636 
a a UE <p vad oxen ud 58,800 2,875 5,093 
NE EE Se cca dnce eke 30,573 2,027 5,844 
i Serre 86,833 9,333 5,373 
a 2S Sree 29,228 4,963 1,497 
se 2 Se eee 38,511 1,410 850 
10. 12, 13 cu. ft. and up .. 19,367 513 492 
| ai Re eee 275,392 21,133 21,142 

Refrigerators having 

two exterior doors 

(All Sizes) (Included 

Ya rr 25,098 635 612 

FIRST FIVE MONTHS (18-17 Companies) 

Sizes Domestic Canadian Foreign 
1. Less than 4 cu. ft. .... ; 
ee eS Aer ree 9,041 5 751 
ee eS eres ree 540 148 105 
a . e e 62,909 26 10,749 
ee ee reg oe emer ae 248,663 14,422 18,789 
a oS eee er 241,404 10,919 20,807 
a ee Te ere 467,397 25,228 32,384 
ee 3 ee eee eee 238,277 19,527 10,415 
ee ere eee 288,051 6,083 14,491 
10. 12, 13 cu. ft. and up .. 92,117 1,472 2,598 
a: ee eee 1,648,399 77,830 111,089 

Refrigerators having 

two exteriors doors 

(All Sizes) (Included 

De Sisidoe keene 178,532 1,235 10,118 


Participating companies: 


317,667 


|Model 4-8 TS C 
| Kelvinator Hermetic Unit 


26,345 | 


Total 


9,797 
793 
73,684 
281,874 


525,009 
268,219 
308,625 


96,187 
1,837,318 


189,885 


Admiral Corp.; Bendix Home Appliance Div.; 


Avco Mfg. Corp.; The Coolerator Co.; Crosley Div., Avco Mfg. Corp.; Deep- 
freeze Appliance Div., Motor Products Corp.; Frigidaire Div., General Motors 
Corp.; General Electric Co.; Gibson Refrigerator Co.; Hotpoint Co., Div. Gen- 
eral Electric Co.; International Harvester Co.; Kelvinator Div., Nash-Kelvina- 
tor Corp.; A. J. Lindemann & Hoverson Co.; Norge Div., Borg-Warner Corp.; 


Philco Corp., Major Appliance Div.; Quicfrez, Inc.; Seeger Refrigerator Co.: 


Servel, Inc.; Westinghouse Electric Corp. 


BECAUSE IT MEETS the demand for high 
quality, manufacturing efficiency, and low 
cost, GM small diameter Welded Steel Tub- 
ing is the choice of more and more manu- 
facturers of refrigeration units. Be 
GM Steel Tubing is ideal for evaporators, ' 
condensers, and connector lines. It is clean, 
ductile, uniform and unaffected by brazing 
or silver soldering operations. It lends itself 
readily to all types of processing—bending, 
end sizing, swaging, beading, drawing, flat- 
tening, piercing, upsetting, shearing, perfo- 
rating. Choice of plain, copper plate, or ex- 
clusive GM copper Fuse-Kote finish. 
Mass-produced by Rochester Products at 
a rate of hundreds of thousands of feet daily, 
GM Steel Tubing comes in coils, straight 
lengths, or formed to your specifications. 
Why not find out how it can help you to 
build better products, faster, for less money! 


**2000-FOOT"’ COILS 
Many manufacturers find our 
exclusive 1500-2000 foot ran- 
dom coils reduce “short end” 
waste, or eliminate the need 
for joints. Write for details. 


SEND FOR Shins BROCHURE 


Fhis factual, illus- 
R 


trated book tells how 
GM Steel Tubing can 
help solve design and 
production problems. 
Send today for your 
free copy. 


GN) STEEL TUBING 


ROCHESTER PRODUCTS, vivision OF GENERAL MOTORS, Rochester, N.Y., U.S.A. 


NEW! 4-Bros. Triple Deck 
Refrigerated Display Case 


Tee DECKER REPRNGERAIOR 


a ar 


ebb SLE ae 
Rey 4 om Bn 


A Complete Produce 
Department in One Case! 


All Stainless Steel with exclusive ‘‘Moisture- 
Cycle" that moistens produce twice hourly— 
keeps it Farm-Fresh. Upper tier is chilled, open, 
refrigerated display. Bottom non-refrigerated. 


| Has dividers, sliding glass doors, reflecting 


mirrors, lights. 


 8-10-12- ft. long, 65” high, 31” deep. 


273,130 | Also, made in Triple Decker models 


with bottom section refrigerated for 
storage. 


Write for Full information and prices. 
4-BROTHERS 
REFRIGERATION MFG. CO. 


| *4a7-38 So. 8th St., Philadelphia 47, Pa. 


Exctusi Franch ilable to dealers 


JUST ASK US 


For “easy-to-get” 
product information .. . 
use coupon on “What’s 

New” page. 


Sf, 
My Wty, 


CONNECTOR LINES * Because it is readily formed into 
the most intricate shapes, GM Steel Tubing is perfect for 
all types of connector lines. 
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